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@ As Industry swings into full peacetime 


production, competition is sharpened to a 
super-keen edge. Costs must be examined 
critically, intensively, as never before. 

In the over-all cost set up, dust control merits 
primary consideration. By providing clean 
plant air, efficient dust control safeguards 
the health of workers, speeds and improves 
the quality of production, protects valuable 
machinery and equipment against overly 
rapid deterioration . . . cuts costs. 

But it must be efficient dust control, planned 
on sound engineering principles and geared 
to your particular plant. It must incorporate 
the right dust-collection units, selected from 
among the best makes available, as required 
by the materials used in your product and 
your particular manufacturing or processing 
method. It must be designed, fabricated, and 
erected so as to insure maximum efficiency 
without interference with factory operations. 
This is the ‘‘custom built’’ dust or fume con- 
trol which Kirk & Blum ‘Air Engineers’’ 
have installed in leading industrial plants 
throughout the nation, and are prepared to 
provide for your plant, whether as a come 
plete new installation or an improvement 
of your present equipment. 


THE KIRK & BLUM MANUFACTURING CO. 


2802 SPRING GROVE AVENUE CINCINNATI 25, OHIO 





There’s a Foreman who is 


ON HIS TOES 


led him in and said, “Dave, suppose we discontinued 
‘lant Safety Shoe Dep't. Had a local Thom McAn store 
-e us instead. Apart from saving money for the Com- 
, and losing me some headaches—how would the men 
to the idea?” 
ir. Edwards”, Dave answered, “it would be a natural. 
is, many of the men wear Thom McAns now. Say they 
r them to the brand we carry. Wouldn't this be a good 
to change over, now that we are reconverting?” 
ver a better time than now to streamline—to abandon 
ices involving needless work and costs. We can show 
1ow our Store Serviced Safety Shoe Plan may eliminate 
eed of a Plant Shoe Dep't.—leave you free to concen- 
on things of more importance. This plan is keyed to 
’s outlook. More plants have adopted it in the past 
nonths than in any previous similar period. Read the 
story in brief, at right. Then 
write us for complete details. 
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if your plant is in or near one of the 300 industrial 
areas in which Thom McAn retail stores are located, 
let us show you the short cut to foot safety through the 


Thomann 


STORE SERVICED 
Safety Shoe Plan 

1. Without cost or obligation to you, we stock Safety 
Shoes for your plant in our Thom McAn retail stores. 
2. Your men will buy the first pair without pressure 
on your part, because they already know and trust 
the Thom McAn name. 
3. Fitted in our stores by our own trained fitters, 
Thom McAn Safety Shoes give proper fit and genvine 
comfort. 
4. Your men will gladly continue to wear Thom McAns 
because they like the way they look, feel, wear — 
like their lower-than-usval price. 

THIS SERVICE IS FREE, REMEMBER 


Hote: 'f you have a plant shoe department which you wish to 
continue Thom McAn Safety Shoes are ALSO SOLD DIRECT, on 


special terms. fo plants which are volume purchasers. 


Write: 

THOM McAN — SAFETY SHOE DIVISION 
25 WEST 43rd STREET~- NEW YORK 18-WN.Y. 
. 

MORE MEN buy their shoes from THOM McAN thon 
from ANY OTHER shoe store organization IN AMERICA 





AO Ful-Vue Safety Goggles, 
with Super Armorplate lenses, 
afford efficient cye-protection 
with the greatest amount of 
all-angle visibility, comfort 
and good appearance. 


AO SAFETY GOGGLES 
Safeguard the Eyes of Industry 





AO Ful-Vue Safety Goggles 
with wire mesh side shields 
afford extra protection against 
particles striking from sides. 


AO Spectacle Goggles — with 
rigid bridge and reinforcing 
bar — are comfortable and 
sturdy... give full protection 
against particles striking from 
front or sides. 


AO offers a type of safety goggle for every eye-protection re- 
quirement. Your nearest AO Representative will be glad to 
advise you regarding selections. 

American @ Optical 


SOUTHBRIDGE, MASSACHUSETTS 
Safety Division 
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There are any number of reasons why employees’ minds stray from their 
machines. Not the least of these is contaminated, impure air which results 
in lessened efficiency and poor workmanship. If you have any reason to 
believe that a fume and dust filled atmosphere is cutting down on the 
quantity and quality of production in your plant one of our engineers may 
have the answer to the problem. 


Hundreds of installations throughout the United States testify to the way 
in which SCHMIEG CENTRI-MERGE equipment rids air of all foreign 


matter. 
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SETOL IN YOUR SCRUBBER... 


SETOL 


MINERAL OIL SOLVENT 


Gives You | ¢ 


Ci WITH EVERY TURN OF THE BRUSHES! 


Machine-scrubbing calls for cleansers of action! — especially if 
you want to keep down the operating time of your machine. Setol, 
the mineral oil solvent expressly designed to work in scrubbing 
machines used on mill and factory floors, acts instantaneously in 
emulsifying grimy oil and grease, enabling your machine to re- 
move the accumulation in minimum operating time. There are 
six cleaning compounds in the Finnell line, each specially com- 
pounded for machine-scrubbing. In addition to Setol, there’s 
Finola Scouring Powder ... Solar Soap Powder .. . 
Finnell Rubber Cleaner ... Century Scouring Powder 
... Asesco Solvent Cleanser and Water Softener. 
All are compounded in Finnell’s own powder mill. 
For literature or consultation, phone or write nearest 
Finnell branch or Finnell System, Inc., 3512 East 
Street, Elkhart, Indiana. 


FIn@ett SVSrTem, tnt. \ 
Pioneers aad Specialist i“ / PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES / CITIES 
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Poisonous and 


AMERICAN AIR FILTER COMPANY INC, 
[AAT 366 Centra; Ave., Louisvitte 3 K 
In Canada: Darting Bros, Lt, 
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Welco FOG-FREE Goggle 


Genuinely Different—Definitely Better—Always Comfortable 


DIFFERENT BECAUSE: While it gives direct protection from impact and splash hazards— 
while it prevents dust and flying particles from reaching the eyes—it also prevents loss of 


@ visibility through fogging of lenses. 





BETTER BECAUSE: Through an entirely new principle, filtered air is drawn into lens chamber 
with every breath of wearer, and is then discharged through outlet valve, sweeping away 
moisture from around the eyes before it can condense and fog the lenses. 

Goggles are fitted with Polaroid* Non-Polarizing Plastic Lenses. Slotted "slip" 

lenses can be provided for glare protection. 


WELSH MANUFACTURING CO. 
60 TROY STREET PROVIDENCE 9, R.I. 
*T.M. Reg. U. 8. Pat. Off. 
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Reflecting good safety sense, this girl 
considers Jackson’s Type J-1 Eyeshield a vital part of her 
daily make-up. Her eyes and face are protected against 
the disfiguring hazards of her job. 
Both women and men like these shields because: 
They're “ FEATHERLIGHT and COMFORTABLE: fibre 
headgear is adjustable to fit any head. Sweat band gives added comfort, 
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“SPARK DEFLECTOR protects the forehead. a AL 
“ADJUSTABLE VISORS are quickly replaced—see below. j 14] 

They are flexible, fire-repellant, provide wide unhampered vision. 
VISORS available in three “DEPTHS, three #/THICKNESSES wy 
and four WCOLORS: clear, light green, medium and dark green. ~~ j ' 
Please specify when ordering. NO ' 
Modern design, craftsmanship and general efficiency FOR 
make J-1 the finest low-cost investment iN \ : SUPER 
in industrial safety. : PROTEC 
Contact your Jackson dealer or write to us < e < 

Prove ' 


JACKSON 
PRODUCTS 


3265 Wight Street, Detroit 7, Michigan 


In Canada: C. H. Henze Co., Windsor « Hollup Corporation 
Limited, Toronto * Levitt Safety Appliances Co., Toronto 


Paragon Supplies Limited, Vancouver 5 
#0 'Flecke Bros. Limited, Vancouver tesisto 


ws 






Visors quickly replaced 
by means of snaps... 








OccuPATIONAL HAZARDS 








Hard to tell, isn't it? That's because every girl can look like a model in 
this stylish, transparent protective clothing. For the complete Resistofiex 
line — caps, gloves, aprons, sleeves, smocks and semi-smocks — was 
designed for style and comfort as well as safety. 

All Resistofiex garments are made of compar, the featherweight 
elastomer that’s impervious to dust and fumes, to dermatitis-causing 
organic solvents, many other chemicals and all gases. 

Your employees — hoth men and women — will enjoy working in 
Resistofiex protective clothing. Write for the complete catalog on your 


company letterhead todcy. 
FOR 


SUPERIOR 


PROTECTION RESISTOFLEX CLOTHING iS SOLD BY DISTRIB- 


UTORS THROUGHOUT THE UNITED. STATES 


RESISTOFLEX 


Trade-Mark Reg. in U. S. & Can. Pur. OF. 


tesistoflex Corporation a Rye 4 Belleville 9, New Jersey 
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NO nested water-eliminator 
plates. 


NO SPRAY NOZZLES TO CLEAN. 








Entrained moisture removed by 


baffles. 


Patented Principle brings ex- 
hausted air into contact with 
greater volume of water. 


Heavy welded construction. 


Velocity through booth main- 
tained indefinitely. 


PAINT-SPRAY, DUST 
and FUME CONTROL 


by a distinct departure from the cenventional 
design, combined with the proved advan- 
tages of wet precipitation, answers your 
problem of precipitating paint particles from 
the overspray in paint spraying operations. 


Hydro-Whirl Dust Collectors likewise employ 
the same peotented principle. 


ETERS-DALTON howd 


179ISRYAN ROAD © DETROIT 12, MICHIGAN 
HYDRO-WHIRL DUST COLLECTORS AND SPRAY BOOTHS— INDUSTRIAL OVENS, WASHERS AND VENTILATING SYSTEMS 
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| en. QINlE CUPE 


Faulty dishwashing in plant cafeterias is often responsible for spreading colds 
and flu among employees. Dixie Cups are an automatic guard against such 
mouth-carried infections. The same protection is provided when Dixie and 
Vortex Cups are installed at drinking fountains. Single-use cups are a ‘‘safety 
first” measure. 


DIXIE CUPS, VORTEX CUPS AND PAC-KUP CONTAINERS ARE MADE AT EASTON, PA., CHICAGO, ILL, DARLINGTON, S C , TORONTO, CANADA 
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RODUCING THE 
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Top slants gradually to 
front of shoe so that 
shoe top does not chafe 
or cause irritating rub 
in walking. The round- 
ed corner lets the foot 
flex and bend at ease 
. . «MoO square-cut Cor- 
ner to bite into the 
ankle. 





No raw edge in Slant-eze. 
The edging of tops and 
lace-stays is skived, folded 
and then stitched to give a 
neat “dressy” look and a 
smooth easy-wearing feel. 
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NEWEST COMFORT FEATURE 
OF HY-TEST SAFETY SHOES 


Here’s the new slant that does away 
with ankle-biting of sharp-corner up- 
pers...makes it possible for workers 
to keep safety shoes always fully 
laced and still enjoy perfect foot 
comfort. By pe hoe wt the top and 
rounding the corners, Hy-Test creates 
a new design, the advantages of 
which are readily evident to all who 
wear work shoes. 


These are the shoes workers will lace 
up neatly and fully ... no loose strings 
to catch in moving machinery ... no 
gaping, unlaced uppers to tire the feet 
and rob workers of important ankle 
support. Hy-Test’s new Slant-eze top 
brings extra freedom... permits more 
“bend”, allows twisting and stoop- 


ing without that irritating rub of 
rough leathers against the ankle. 
Hy-Test Slant-eze also introduces the 
new folded-edge top and lace-stays 
as another comfort feature. This eli- 
minates the harsh, raw edge which 
has been a frequent source of foot 
irritation in many work shoes. This 
Slant-eze binding gives comfort 
without bulkiness, and adds another 
dress-shoe feature to Hy-Test. 

With all the extra protection from 
Hy-Test’s exclusive Anchor-Flange 
Steel Box Toe, and with the extra 
comfort of the shoe itself, it is easy 
to understand why so many workers 
prefer Hy-Test Safety Shoes. 





THE ONLY SHOE WITH THE 
ANCHOR-FLANGE STEEL BOX TOE 


HY-TEST Sefety Shoes 
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You can now supply your workers 
with twotypesof PRO-TEK—and meet 
almost every requirement for a hand 
protective cream. 

The standard PRO-TEK is not af- 
fected by grime, paints, solvents and 
insoluble oils, but washes off quickly 
with soap and water. PRO-TEK No. 2 
resists water-mixed cutting oils, milk 
acids, alkalies and other aqueous so- 
lutions. 

Both types of PRO-TEK are applied 
before starting work. They are safe, 
sanitary and easy to use. Both are ex- 
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tensively used in many large fac- 
tories, and are recommended by safety 
engineers and plant hygienists. 

If you’re not already using these 
outstanding hand protective creams, 
ask us about them—or write direct for 
free samples to E. I. du Pont de 
Nemours & Co. (Inc.), Dept. OH-6, 
Wilmington 98, Delaware. 


DU PONT PRO-TEK 


HAND PROTECTIVE CREAM 


OccuPATIONAL HAZARDS 





popuLAR 


Getting workers to wear safety equipment 
is a constant problem, on “‘semi- 
hazardous” jobs suc i 


cause it CO 
appearance with day-long prote 
both front and sides of face and forehead. 





for spectacles. 
optical distortion. 


pRACTICAL 


TING 
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Exclusive “Slot-Loc »” holds visor securely 
in place- Can’t be jarred loose. Easily te 
placeable. Three visor-len 6 or 8 
inch. Two thicknesses—-030 or . 

Two colors— clear or green: Visor and gweat- 
band easily replaceable. 


For hel; 
lponeye 
_ protecti 
anions your Willeon oe 
* = i { 
tion to Dept. ae — 


opooucts INCORPORATED 





This man—and he may be working 
for you, now—is headed for an acci- 
dent! He and others like him are 
the most promising candidates for 
the civilian casualty list because they 
are already casualties—unsuspecting 
victims of the White Death, tuber- 
culosis. 

Long before any symptoms appear, 
TB does its deadly work by robbing 
its victim of energy and efficiency— 
sets up the fatigue that leads to 
preventable accidents! Worst of all, 
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tuberculosis passes from one worker 
to another, multiplying silently and 
invisibly. 

Invisible, that is, except to the eych) 
of the X-Ray! Now, however, it is 
both practical and economical wf 
make chest X-Ray examinations off 
all workers—by the Powers Method. & 
Skilled Powers technicians bring 
modern, high-speed X-Ray equip 
ment right into your own plant for: 
quick and efficient survey of your em: 
ployees. Full-size 14” x 17” radio 
gtaphs are supplied to your owf 
physician—you buy nothing but ref 
sults! Don’t allow TB to sabotage 
your plant and your safety record! ® 
Consult your industrial physicias 
now about obtaining an X-Ray surf 
vey of your employees—and ask hin 
about the superiority of the Powenf 
Method, which provides full-six 
radiographs. 


POWERS X-RAY SERVICE 
cin cove LLM Y. Growp Radiagraplyh 
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There's nothing like a smock for all-round 
utility in women's work clothing. Suitable 
for any kind of light work... assembly, 
inspection, lab, shipping, even clerical . . . 
it keeps your girls’ own clothes clean and 
tidy, helps give the shop or office a work- 
manlike appearance; eliminates the 
“sweater girl” who takes eyes off the job. 

~ Like all Hattie Snow uniforms, this cotten 
denim smock is beautifully tailored, 
strongly sewn throughout, sanforized for 
minimum shrinkage (less than [%), and 
will stand up to constant rough laundering. 
You'll find your women employees will 
welcome this smock as a thoughtful 
contribution to their welfare. 





8 other styles 
to choose from. 
Write for photos 
and prices, or 

a sample garment. 


RANDLES MANUFACTURING CO., 2 CAROLINE STREET, OGDENSBURG,.N. Y. 
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SURE FOOTING 


is in your hand with 


NEO-CORD 


NEO-CORD soles and heels are America's 
safest bottoms—heat, acid and oil-resist- 
ing. They give the utmost protection on 
smooth, slippery surfaces. Add this EXTRA 
safety feature and increase wear of safety 
shoes. 


GRO-CORD RUBBER CO. 
LIMA, OHIO 





MR. HIGBY UNCOVERS HIDDEN BEAUTY 
IN HIS FLOORS 


Modern floors are made for hard wear 
. .. and also for lasting beauty. Too 
often their attractive appearance is 
dulled by faulty maintenance . . . or by 


“Mr. Higby learned about Floor Safety 
the Hard Way.” It shows how to 
achieve lasting floor beauty, together 
with genuine non-slip safety and rock- 





no maintenance at all! 


Poor floor appearance is often excused 
on the grounds that floors cannot be 
kept lustrously clean and at the same 
time non-slip. This popular misconcep- 


bottom maintenance economy. Then it 
goes on to prove that the problem of 
correct, non-slip floor maintenance 
bears investigation by top management 
officials. You will be interested in read- 
ing this book. Sign and mail the coupon 


tion is investigated in our little book, for your copy. 





PIN TO YOUR LETTERHEAD / 
matl for complete |X 

WALTER G, LEGGE CO., INC. 

11 W. 42nd St., New York (18), N.Y. 

360 N. Michigan Ave., Chicago 1, Il. f 
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Branch Offices in all Principal Cities 
Gentlemen: Please send your free book, 
“Mr. Higby learned about Floor Safety 
the Herd Way.” 
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Attention of Title___ OH -12 





For fast corrective action, dictate a nete to us 
stating approximate area and types ef flooring. 
Describe briefly maintenance methods now em- 
ployed and add particulars about any specific 
slip hazards encountered on your premises. 








DrEcEMBER, 1945 





ajrys 3,ue> 31 OS g9e|G ul Ajaainsas 


xXxOOQ 30] 590) ‘9 
; 


‘sajdures aay 303 Aepoa aay 
‘pjos wa, daay pue — saous 
Ajazes uo s1ayx20m Nod Jas djay 
Asyy, *aBzey> jo aaaz ‘speaszaqu 
aejn3ai ye panssi aae “Suwrsaape 
ou Arie) s3ajsog ‘saianfur 1003 
snolias pajuaaeid aaey s20uS 
Ayazes ySiyeaq moy Burmoys 
SUILSOd ALJIVS ISIHL AVIdSIG 


“spsezey sejnonsed pue sgof seynon 
“aed 203 20ys 3923309 2y3 332125 Nod 
sdjay — worrpuod soo A3aa2 Suaw 
“uaedap Az2a2 ‘(uawiom pur usu) 22 
*y30m A39A2 103 ‘Kaysnpus ojus jf 07 
prszauiZua ase yey s2oys — s2jAis 
soys Aiajes yBiya] auaz2yIp QZ 
mous 3T “SOWLVD SIHL Od GNIS 


y399na 
NOIISOdWOD 


NOUISOdWOD 


aHivn 
IWOsHD 











iMON INVId YNOA Ni WYOM OL WWEDOUd ALIIVS LOO4 1N4NIMOd SIHL INd 


‘a7ep 03 Ino UrAI3 ,. S907 AyD], ae 
jo saidod von Z ueya a0yy ( 
‘shed wor raI0I3d 300} yeys saaAojd \ 
-w2 snod Bursutauod jo gof jny 
-aamod & Op sarJoasiy ase? Burj23eIs 

ua] ‘aBivy> jo 92aj ‘Aruenb Aue 

Ul sum Aue 3 JGeTIEAE gyzgINLS 


J4OTZANI AVd 3SIHL FINGIBISIC 





‘squapio2e Suryessq-su0g jo asne> & 
‘Aupigesip yuaueussed ajqissod ae UIIZO OS JPY STE} PUL Sprys JUIA 
pue Suiayns ssaypoou poses aie -23d djay 03 pue — suonrpuo? 3003 
$13430M 3noA puy ‘s3sod uonesuad -Japun Surdzea Ajapim Japun 214728 
“WO? puke UOT Npoad 3nd ‘sajnpays pue seam winunxeus 213 0} 3INg 


uon2npoid [et314> urejurIew ‘sinoy —$]10S 1N3¥34410 Z woul 3SOOH) 


uew snotdaid aAes nod “SIATIIS JUSPIIIe us4yumM ‘usu Ty 


***SHOIHIT OLNI SYINYOM YNOA 139 eONIN3E,, 


¥aAVIiLinNw 





O23 W Ie 


ye Se ae WO ‘Ajqezoyutod pue Ajayemnsoe s2oys Peta 
aya sey sous Ajayes 39yIO ON] ~ 


Ayayes ay 03 aaojduia Aue Aq pasn 
*2oys ay2 Jo aut32 51] Sursnp 3713 0 


2q UP”) *UIPIM PUP IZIS 333210) MOUS 
3j#IYS 3,UeD II OS aoejd ut Ajaindas PHFD “PP P y 4 


i 











3] e2s payriydurts jetdeds sepy *saasn 3N38d03N 


xOQq 30) y¥20}) °S m3 }uUT AOD 
. , . 





‘snowy ous ss 514g 











HERE’S 





NO MAGIC in Safety 


+ « « @ good record means con- 
sistent work and plenty of it. 


praca our plant has won 
two consecutive Certificates 
of Safety Achievement from the 
U. S. Department of Labor for sur- 
prising decreases in lost-time acci- 
dents, we frequently are asked 
what type of magic we have put 
to use. 

The figures do look good. In the 
last six months of 1944 lost-time ac- 
cidents were reduced by 56 per 
cent over the same period in the 
previous year, and in the first six 
months of 1945 a 65 per cent drop 
was recorded in comparison with a 
similar span in 1944. Each of these 
achievements earned us a certifi- 
cate. 
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Visual Education 


We're happy to say we didn’t 
have to resort to getting a rabbit 
out of a hat. Visual education, sup- 
plementing a well-organized safety 
setup throughout the plant, has 
been the key to the success of the 
entire program. 

The only new twist we devised 
was to first concentrate our educa- 
tional projects at the top of the com- 
pany’s line organization and then 
work progressively downward to 
foremen and to the ranks. The re- 
sults show that in our case this pro- 
cedure was wise. 

There is nothing flashy about 
our educational program; rather, it 
is geared to a conservative pace. 
But we make sure the pressure of 
safety education is constant. 
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PLAN VIEW OF THE 
Diamond Alkali Safety Program 
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Employee Publication 


Slide Films 


Safety Committees 


Induction Instruction 


Bulletin Boards 


Rallies 


Safety Advisers 


Protective Equipment 


By J. G. McAULEY, Director of Safety & Welfare 
Painesville plant, Diamond Alkali Co. 


Slide Films 


Principal devices in our visual 
education campaign are slide films, 
our employee publication, and bul- 
letin boards. In starting the cam- 
paign we procured the series of 10 

s from the National Safety 
Council entitled “Safety Manage- 
ment for Foremen.” 

After top management had given 
our plans a splendid endorsement, 
we first showed these films to 
supervisors and then moved to 
groups of foremen no larger than 
16. F. A. Koester, assistant direc- 
tor of safety and welfare, con- 
ducted these showings and the quiz 
sessions which followed. 
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Foreman Interest 


In exchanging ideas, the fore- 
men found themselves increasingly 
interested in safety and the pep and 
enthusiasm which came out of 
these informal discussions stepped 
up the safety spirit in the plant. 

With the foremen reacting so fa- 
vorably to films, we decided to ex- 
tend their use. Now the employees 
of all departments are shown films 
depicting plant safety. 

The use of films which human- 
ize safety has given employees an 
insight into safe practice they evi- 
dently did not previously possess. 

(Turn to page 40) 











—— resulting from a lack of 
A - L A Re use of personal protective 
equipment on the part of the em- 


ployee is one of the greatest single 
problems a safety director has to 


: lve. 
for R edu cin g " The safety director must see that 


all employees are instructed and 
supervised on the proper use and 
wearing of equipment. 
EQ "J § PM ENT Part of Safety Director 

Among the first steps a safety 
director should consider are: 

First, determine the amount of 
personal equipment now on hand, 
if any. 

Second, he should make an oc- 
cupational or job analysis to de- 
termine what type of equipment 
is necessary. 

A check should be made not 
only to determine the amount of 
each type of equipment in use, but 
whether or not it is being used and 
performing the job for which it 
was intended. In making his job 

analysis, he should consult thej 

records of the company’s first aid 
station or hospital. 

An analysis of these records 
will indicate the of injury 
occurring, the craft involved, 
and the location or place orfn, etc. 

occurrence. Contacting _ the 

crafts involved in the field 
and learning their particula 
hazards will enable him to 
know the approved types to 


purchase. 


Regular Contact 


He should contact the 
craft supervisor or the de- 
partment head concerned 
and explain exactly what 





nt of 


hand, 


n oc 
o de 
yment 


e not 
int of 
e, but 
d and 
‘ich it 
iis job 
It the 
rst aid 


ecords 
injury 
solved, 


0 per cent of broken equip- 
ment can be salvaged with 
ndequate distribution, repair 
tation, and training. 


CLINTON W. DREYER 


ssistant Safety Director, Moore 
y Dock Co., Oakland, Cal. 


e is doing and enlist his co- 

eration. In this manner he 
rill secure their advice and will 
ram of their past experience 
nd acceptability to the various 
ypes of equipment. It should 

e kept in mind to limit the dif- 
rent types of equipment 

ecessary to do the job to as 
bw standard styles as possi- 

e. The purchasing depart- 
ent must be equally con- 

ced. 

In ordering equipment, be 
bre to conform with standards 
lopted by approved testing 
pencies, such as United States 
ureau of Mines, United States 

reau of Standards, Under- Type of Control 

iters Laboratories, National It would be well, at this point, to 
pard of Fire Underwriters, discuss the organization of the dis- 
erican Standards Associa- tribution and maintenance agency 


(Turn to page 48) 





Methods of conserving equipment: 
1. Proper selection. : 
5. Training of supervisor and wearer in proper use and care, 








By WALTER S. GUNDECK 
Industrial Relations Director— 
—The Studebaker Corporation 


Mest safety men agree, I be- At Studebaker Automotive we 
lieve, that a persistent pro- have tried various measures to 
gram of education is more effective broaden —— safety educa- 


than intensive, intermittent, cam- tion. Not all of our ideas have 
paigns. (Turn to page 54) 








DAILY INJURY REPORT 





Days 

without 

lost time 

accidents—12 Date 





Employee 7 Returned; Sent 
Number Name | Injury | Cause | to work | home 














Jewelry is out of place. If caught in meving machinery, 
jewelry tends to increase the severity of the injury. 


























“ENGINEERING, EDUCATION, ENFORCEMENT” eet / 


J have for a long time had the urge to take a healthy swipe 


at “engineering, education, enforcement,” that shop-worn 
package of advice. 


I *m sick of hearing speeches about it, reading articles based 
on it, seeing posters repeating it. I break out in cold sweats 


at night, dreaming that somebody has cut it in stone and put 
it at the head of my grave. 


There’s nothing wrong with the statement that all safety is 
wrapped up in the three “E’s,” you understand. Not originally, 
at least. Trouble is we have got drunk on the neat aliteration, 
and instead of thinking our way through from the facts up to 


the three “E’s” we quote them, illustrate them, and blandly 
think we have said something. 


In the first place, “engineering” doesn’t sum up the technical 
aspects of the safety man’s job. It ignores entirely the fact that 
the most competent technical man who ever lived will never 
get his ideas beyond the drawing board unless he’s a diplomat, 
a salesman, and a fighter as well. 


E ducation” implies a classes-and-lessons sort of thing, a self- 
conscious instruction in safety, a “mustn’t touch” juvenility. 
On the contrary, the best safety teaching leaves the learner 
more or less unaware that he has been learning safety at all. 


He’s just been learning his job. Safety isn’t a door prize or 
the second item at a 1¢ sale. 


Of the three words, “enforcement” causes us the worst neur- 
algia. In industry, enforcement shows up a bill of goods not 
sold. In traffic it’s only a second best way of making the best 
of our unfinished business. Any way you look at it, “enforce- 
ment,” though one of our current facts of life, merely takes 
up the slack caused by our failure to do our stuff so that 
people believe in it—and in us. 


Friends, let’s agree that “engineering, education, enforce- 
ment” are three nice words, they all begin with the same letter, 
and they all have limited use in safety—but never as a substitute 
for original ideas. 


(“Engineering for Safety”—ASSE ) 






























Medical, Engineering, and Dental Services offered by 
the Pennsylvania Department of Health provide for 
employee health in this industrial state. 


By JOSEPH SHILEN, M.D., Director 
Bureau of Industrial Hygiene, Commonwealth 
of Pennsylvania 


} in role of the Pennsylvania 
Department of Health in the 
provision and maintenance of in- 
dustrial employee health is being 
accepted by industry with gratify- 
ing results. 

While the services of the depart- 
ment are offered free to the in- 
dustries of the State, it has been 
found that a certain amount of 
“selling” has been necessary in 





Fleet of field car equipment used by the 
Pennsylvania Department of Health, 
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order that the innumerable indus- 
trial establishment operators may 
be acquainted with the scope of 
the assistance extended to them. 

Plant management has learned 
to turn to the Department for 
specific information and labor 
unions, physicians, and private 
citizens bring attention to sus- 
pected unhealthy conditions. 

The work of the department is 
carried on by a staff of industrial 
physicians, engineers, chemists, 
dentists, sanitarian assistants, and 
clerical help. Their activities may 
be separated into these divisions: 
Medical, Engineering, Dental. 


Medical 


The Medical division offers con- 
sultation on the diagnosis and pre- 
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vention of occupational diseases; 
assistance and advice in the organi- 
zation and administration of ade- 
quate medical programs in indus- 
trial plants; studies of occupational 
diseases and other conditions af- 
fecting the health of industrial 


groups. 
Engineering 


Engineering services available 
are quantitive atmospheric deter- 
minations of dusts, gases, volatile 
solvents, and toxic materials; meas- 
urements and advice on air veloci- 
ties, light, heat, humidity, and 
ventilation; advice on mechanical 
and engineering methods of con- 
trolling hazards. 


Dental 


Dental services provided by the 
Bureau include consultation on 
diagnosis and prevention of oral 
diseases of occupational origin; as- 
sistance and advice in the organiza- 
tion and administration of ade- 
quate dental programs. 

With such a professional institu- 
tion ready to serve, there is no need 
for Pennsylvania industries to har- 
bor conditions liable to be injurious 
to the health of their employees. 


Other States 


Throughout the Nation, State 
Departments of Health are per- 
forming similar services to industry. 
They stand by with equipment, 
technical knowledge, and personnel 
to provide the solutions to industrial 


health problems. 


Top: Determining chloride percentages by 
the titration method. Center: Chemical 
determination being conducted in the 
laboratory. Bottom: Dust counting an air 
sample taken in an industrial plant. 
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How many injuries make a 
hazard? How many men have 
to slide across an icy stretch of 
path on the back of their necks be- 
fore some means of safe passage is 
provided? 

Our topic “ICE HAZARDS” is 
one which hits more than one spot. 
From a ten month average of 59.5 
degrees F. in Phoenix, Arizona to 
29.3 degrees in Burlington, Ver- 
mont, we find the major industrial 
centers of our country in those tem- 
perature zones subjected to winter 
snow and ice. 

In all too many cases, employee 
protection is limited to the spread- 
ing of a few cinders or ashes sev- 
eral hours after a fresh glaze of ice 
has formed on walkways, stairs, and 
roads. The saving assistance of rail- 
ings or handlines is sadly neglected 
and injuries from falls on ice con- 
tinue to take their yearly toll of 
workers. 


Slipping Hazards 

Why not erect a railing or hand- 
line along that path across the plant 
yard, or assign a man to keep it 
clear or sanded? This should be 
done before the change of shifts, 
too. Or possibly the installation 
of steam pipes in the sidewalk 
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NOTICE 





would take care of this matter auto- 
matically. 


Icicles 


Icicles, daggers of death, form 
another dangerous winter condi- 
tion. Have trained, equipped men 
been assigned to the eliminating of 
this hazard? What about high roof 
edges that are inaccessible? It may 
be necessary to rope off a certain 
area and post warning signs. This 





area should extend beyond the 

landing points of icicles deflected 
by wires, roofs, or ledges. 

The provision of angled deflec- 

tors to keep water from flowing, 
(Turn to page 64) 
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ey New Air-Flow Helmet 

© mn on - CESCO’s new Air-Flow welding 

70 ee en na com one we helmet provides complete safe- 

ty, greater comfort and protec- 
. tion against fumes. Write for 
@ Czsco’s complete line of head and eye safety Bulletin B. 
equipment always benefits users— prevents injuries, 
saves lives, saves dollars and earns profits. 

More than that, Cesco offers exclusive features 
which produce added benefits. 

Check the equipment shown on this page for 
specific examples. And, check with a Cesco man to 


find out more about the CEsco line. 





New Acid Hood 

Guards against nitric, sulphuric, 

hydrocholoric, acetic, hydrofluoric 

and carbolic acids. Has air-feed 

unit. Write for Bulletin A. # 
é 


EE 


| 
| 
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L} 
| 
£ 
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No. 94 Respirator 
New Face Shields Seamless Welding Heimets New Cisco Goggles Protects against lead, 
Sturdy, protective plastic Seamless CESCO helmets, provide Coverlite Goggle, with re- silica and nuisance 
window—replaceable in 15 positive protection for welders. placeable safety lenses, ex- dusts. Permits easy 
seconds! Extra comfortable, Contour-shaped, easily-adjusted tremely light in weight. Spec- breathing .Approved by 
with contour-shaped head- headgear. Lift-front style also tacle types available in many Bureau of Mines. Write 
gear. Write for Bulletin F. shown. Write for Bulletin E. styles. Write for Bulletin C. for Bulletin D. 


CHICAGO EYE SHIELD COMPANY « 2308 Warren Boulevard « Chicago 172, Illinois 





O. H. goes to 


AMERICAN LOCOMOTIVE 


'g bferecoag over Accidents 

a Month, briefed to V-A Month, 
was the title of a Safety Campaign 
staged at the American Locomotive 
Company, Schenectady, New York, 
utilizing the Victory over Europe 
and the Victory over Japan slogans 
as a symbolic reminder of the 
deaths from accidents on the home 
front. 


Rallies 

Noon hour rallies spotlighting in- 
terest arousing speakers and 
demonstrations, attractive exhibits, 
and plaque awards for depart- 
ments having no lost time injuries 


during the month were the sup- 


This large sign erected at the Plant entrance 
announces Victory Over Accidents month, (Left) 


A pretty member of the Safety Department 
participates in a stunt feature of an exhibition 
at a group safety meeting. (Below) 
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Noor hour rally publicised over an amplifier 


system to all employees. (Above) ‘ The CA USE of - 
provent band injee: (Benes ™movecs © MOST ACCIDENTS 


Another sign and actual demonstration showin 
how to prevent accidents and injury. (Above 
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An attractive Safety Attendant displays one of } 
the plaques awarded in the contest. (Right) 
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porting mediums of the campaign. 

E. C. Forsythe, superintendent 
of safety, heads the safety depart- 
ment of 21 full time employees re- 
sponsible for the safety of about 
9,000 workers. Mr. Forsythe for- 
merly was in charge of the Safety 
Section Division of Public Con- 
tracts, U. S. Department of Labor, 
then Chief of the Safety Section of 
the 7th Service Command. 


Large Safety Force 

The development of the V-A 
theme is but one of the many inter- 
est maintaining features used by 
the active, efficient safety depart- 
ment of the American Locomotive 


Pee ee eee eee ee eeeewe eee ee 


Company in the operation of an 
effectual safety program. Nine 
safety supervisors on the first shift 
are assigned to separate plant 
areas. Two men are assigned to 
servicing personal protective equip- 
ment, one to work with area super- 
visors in the handling of records, 
one branch office man to interview 
injured employees and orient new 
employees, two girls attend equip- 
ment stations, and two take care of 
office records and statistics. Two 
supervisors on the second and one 
on the third shift complete the 
force. Supplementing this staff are 
five safety committee men at each 


shop. 





complete plant rule book. 


idea. 


i is th. datent 


HE editorial section of OCCUPATIONAL HAZARDS in 
1946 is to carry a new feature service to readers. Entitled 
“Safety Illustrated,” this educational project will present a full 
page of photos and safety rules which can be combined into a 


We picture a worker sitting at a press, displaying his hands 
with all fingers intact. The caption reads “He still has two good 
hands and all fingers because he makes sure the guards and 
safety devices are in place before starting the press.” 

Here is the psychological method of teaching the fundamentals 
of safety. The reader is shown how, when, and why the avail- 
able types of protective equipment are to be used. Proper 
methods of piling, storing, handling materials, and operating 
machines are pictured in an interesting manner. They sell the 


This is the greatest picture story of safety ever given to indus- 
try. You will be as pleased as we are with this new monthly 
presentation. Look for it in the January issue. 
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Firm 





FREE LITERATURE COUPON. Enclose 
HAZARDS, 812 Huron Road, Cleveland, Ohio. 


DUST PRECIPITATOR. Bulletin No. 
275D from American Air Filter 
Company deser their portable ex- 
hauster and dust precipitator which 
collects dust in a removable drawer 
and filters the air for recirculation. 

ULTRAVIOLET UNIT, Information on 
the Hygeaire germicidal unit for dis- 
inf d air is available 
from the American Sterilizer Company. 
SAFETY TOOLS. A Catalog deseribing 
over 400 standard types and styles of 
non-sparking tools for use on opera- 





tions im explosive fumes, gases, and 
dust may be had from the Ampeceo 
Metal, Ine. 


SAFETY SHOES. New developments in 
industrial footwear are being prepared 
by the Iron Age Division of the H. 
Childs, Ine., Research Department. 


RESPIRATOR, Latest information on 
the new colored plastic chemical cart- 
ridges for the Dupor respirator No. 10 
is described in literature from the 
H, S. Cover Co. 

BULLETIN BOARDS, The A. C. Daven- 
port & Son, Inc., offers a circular de- 
scribing plastic letters for use on their 
changeable letter boards. 

GOGGLES. Descriptive literature on 
head and eye protective devices, includ- 
ing the 60 and 70 series of goggles 
from the Dockson Corporation. 


. GLOVES, Aprons, boots catalog of the 


line offered by the Dunn Products Co., 
including asbestos and neoprene gloves. 
EAR STOPPLES. Free samples and in- 
formation on Flents anti-noise ear 
stopples are available from the Flents 
Products Company. 

BURN SPRAY. Literature describing 
Gebauer’s Tannie Spray for burns for 
first aid treatment will be sent by The 
Gebauer Chemical Company, 


Name 


To keep your available equipment files up to date, check those subjects 
which you are interested in, send the page to us, or advise the 
numbers and we will see that you are supplied with the latest data. 


292. 
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296. 


297. 


298. 


299. 


300. 


301. 


specific 


HAND SOAP. A free sample of G-S 
Powdered hand soap is offered by the 
Great Stuff Products Company. 


RUBBER GLOVES. Information on the 
Edmont fabrie lined rubber gloves 
may be had from the Edmont Com- 
pany, 


HEAD PROTECTION. Literature de- 
seribing the Hollywood Turban, head 
protection for women, and a free sam- 
ple from the Hollywood Turban Prod- 
ucts Company. 


BATTERY. Bulletin BB 441 from the 
Ideal Commutator Dresser Co. de- 
seribes their rechargeable flashlight 
battery and charger. 


FACE SHIELD. The Jackson Products 
Company has information available on 
the Featherweight plastecele face 
shields. 


SAFETY CAP. Literature describing the 
styles of women’s safety caps they 
offer, from the V. E. Kennedy Com- 
pany. 


SKIN CREAM. A two color poster is 
offered free by the Kolar Laboratories 
Company with a catalog on Kolar 
ereams and liquids for hand protec- 
tion. 


MATS. A catalog describing the line 
of fabrie link type safety standing 
mats from the Melflex Products Cum- 
pany. 

EYE BATH. A eireular from the Mu- 


rine Company tells of the use of 
Murine in industrial eye hygiene. 


OIL ABSORBENT. The Oil-Dri Com- 
pany offers information on the oil 
absorbent and a free factory demon- 
stration, 


in envelope. Mail to: OCCUPATIONAL 


WESP 


"42-16 WEST ST.* LONG JSLAND CITY 1+ N.Y. « DEPT. 
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@ APRONS 
@ OVERALLS 
@ COVERALLS 
@ SPLIT APRON 


@ ARmouarps 


@ APRON WITH MIDRIFF 


CLIP TO YOUR BUSINESS LETTERHEAD, PLEASE 


West Disinfecting Company, Dept 08 42-16 West St..L. 1. C. 1, N.Y. 
Please send us your FREE booklet on Durma-Gard protective garments. 


. 
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The graph above illustrates dermatitis incidence in a 
plant of 2000 employees before and after use of the 
Kolar Team. 

Many companies, for a very small annual cost, are re- 
ducing the number of new dermatitis cases by making 
available to their employees the all-around protection 
against dermatitis afforded by Kolar ELEVEN THIR- 
TY-TWO Protective Cream and FOAMING OIL 
CLEANSER. 


Here is how the Kolar Team 
protects the worker: 





step 1—purT IT ON. 


Apply ELEVEN 
THIRTY-TWO Protective 
Cream to hands and all ex- 
posed parts of the body be- 
fore starting to work in the 
morning and after lunch. 
ELEVEN THIRTY-TWO 
Protective Cream resists occupa- 
tional irritants; it is a protective 
compound, with a high lanolin 
— to guarantee a thorough 
job. 






STEP 2—WASH IT OFF- 


Cleanse the skin with FOAMING OIL 
CLEANSER, a sulphonated vegetable oil 
mixed with a wetting agent. It is an effi- 
cient cleansing compound that will not 
defat the skin. Rather, it provides addi- 
tional beneficial oils for the skin to help 
build up resistance to drying or chapping. 


KOLAR LABORATORIES, INC., Seeley Ave. & 
Madison St., Chicago 12, Illinois. Distributors in all 


principal cities. 












There’s No Magic 
in Safety 
(From page 25) 





Employee Publication 


We think we do a good job of 
presenting safety in our monthly 
employee publication. 

It covers all timely safety news, 
publicizes our safety competitions 
(such as that between departments 
regarding days elapsed since they 
have had lost-time accidents), and 
many interesting safety cartoons. 
Also, the safety department and the 
editor try to have one large safety 
story a month, amply illustrated, to 
depict an outstanding safety prob- 
lem within the plant. 


Bulletin Boards 


The third visual medium we use 
regularly are the plant bulletin 
boards. About 60 of these are avail- 
able and we make certain that the 
safety posters which fill them are 
kept fresh and appealing. In ad- 
dition, we have erected three large 
scoreboards to show lost-time ac- 
cidents, by departments, the mo- 
ment they occur. These scoreboards 
have considerable psychological 
pull. 


Safety Committees 


Of course, behind the scene of 
our success with visual education 
is the framework of safety progress 
being constantly poten: A by the 
plant’s active safety committees 
composed of both management and 
labor representatives. 

Overseeing our safety setup is a 
management and labor group 
known as the Safety and Produc- 
tion committee. Consisting of 6 
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J. G. McAuley, Director of Safety and 
Welfare, inspecting oxygen breathing ap- 
paratus being worn by a trained employee. 


members, this committee meets 
semi-monthly and besides keeping 
an eye on general safety matters, 
it handles problems which the de- 
partmental committees are unable 
to solve. 

Departmental committees have 
been a real boon to our safety pro- 
gram. Their membership varies ac- 
cording to the size of departments; 
there may be as few as 4 commit- 
teemen or as many as 16, with la- 
bor and management equally rep- 
resented. 


Compliance with Suggestions 


These hard-working committees 
already have made 2,191 safety 
suggestions and 1,942 have been 
completed. The committee mem- 
bers wear green and white safety 
buttons which identify them and 


} encourage discussion of safety. 


Decemser, 1945 











To make certain that no punch is 
pulled in the fight against lost-time 
accidents, top management pro- 
vides another committee which 
analyzes each such accident care- 
fully to prevent recurrence. R. F. 
Evans, vice-president and general 
manager, heads this committee. 


Use Advisory Services 


While we were making big 
strides in reducing lost-time acci- 
dents, we were fortunate in having 
the advice and assistance of two 
safety authorities-Adam _Lintz, 
safety adviser of the Industrial 
Commission of Ohio, and H. H. 
Henry, safety adviser for Merriman 
and Sutherly. These men made ex- 
tensive inspection and surveys and 
many of their recommendations 
now have been completed. 

Our nursing staff has been most 
cooperative and has joined whole- 
heartedly with the safety depart- 
ment in educating employees to 
have trivial injuries treated. 


Provide Equipment 


To round out our safety setup 
we naturally have available for em- 
ployees all modern safety equip- 
ment designed to prevent accidents 
such as safety spectacles, face 
shields, safety shoes, etc. 

New employees receive their ini- 
tiation into the importance of safety 
at Diamond when they see the 
plant induction film. The film 
stresses safety and is followed by a 
safety talk. 

We have not needed magic in 
our program, for understanding and 
education have taken the mysti- 
cism out of work and put skill and 
knowledge into the hands and 


minds of our workers. 
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The trend of litigation on workman’s health and accident 
compensation is reflected in these briefs on the latest and 


xy most representative cases coming to trial in the intervals id 
between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 





Silicosis a Disease and Not Caused 
by Accident 


HE claimant was an underground 

miner and timber man. He iene 
total disability due to having breathed 
silicon dioxide dust in harmful quan- 
tities, thereby causing Silicosis. 

The company contended that under 
the law, (A) Silicosis is a disease not 
caused by or arising from accident, 
(B) Silicosis is not compensable under 
the terms of the New Mexico Work- 
man’s Compensation Law, (C) no no- 
tice was served upon the company. 

‘Evidence indicates that throughout 





the time of the claimant’s employment 
the yaa ange f mines were equipped 
with every known device to prevent 
breathing silicon dioxide dust in harm- 
ful quantities; that respirators were 
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provided; that in previous employ- 
ment claimant had worked in mines 
where such precautions were not 
taken. 

In addition, claimant had worked 
dry drills and worked in and around 
rock crushers in previous employment. 

Under the New Mexico Workman’s 
Compensation Act, the element of ac- 
cident or excessive exposure must be 
proved and there is no special pro- 
vision for recovery for he disease 
known as Silicosis. 

Silicosis is defined generally as a 
disease and long exposure to silica 
dust does not constitute an accident. 

Claim denied. 

Aran Bula vs. Banner Mining Com- 

pany 

Supreme Court New Mexico, Sept. 

15, 1945 


No Penalty Where Guard Not Re- 
quired 


‘ y HE claimant was injured while 

operating a machine which put 
necks in gas mask canisters. Amputa- 
tion of index and middle fingers of the 
right hand was necessary. 

In addition to normal compensation, 
the claim asks for a 50 per cent 
penalty award based on the allegation 
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that failure to guard the machine 
amounted to “serious and willful con- 
duct of the employer.” 

A guard was installed within 48 
hours after the accident. The referee 
handling this particular matter before 
the commission made a personal in- 
vestigation of the operation of the ma- 
chine and it was his conclusion that if 
a guard had been placed on the ma- 
chine prior to the accident, claimant's 
fingers would not have been able to 
get under the plunger. 









The company contention was that a 
guard was not required by “Mechani- 
cal Power Transmission Safety Orders” 
of the Industrial Accident Commission. 

During the course of the hearing, a 
safety engineer testified that it was 
not necessary to place a guard where 
the accident occurred. 

The Courts held that observations 
of the referee are not to be construed 
as substantive evidence sufficient to 
warrant finding the employer guilty of 
willful misconduct in failing to guard 
the machine. In the absence of speci- 
fic orders by the Industrial Commis- 
sion, and in view of the testimony of 
the safety engineer that a guard was 
unnecessary, the claim for penalty 
compensation was disallowed. 

Simons Co. vs. Industrial Accident 

Commission et al California 
Court of Appeals Sept. 5, 1945 


Customary Physical Exertion Does 
Not Constitute an Accident 


CLAIM was based upon an accident 
“while working in a metal finish 
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Immediate Delivery 
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RUBBER 
BOOTS 


WORK SHOES 
STORM RUBBERS 


WRITE FOR 





Utility suit of Rub- 

¢ or Neoprene 
impregnated air- 
plane cloth. Small, 


CATALOG modiom and lerge 


of complete line 






































Neoprene, Rubber, Asbestos; 
LOVES wrist length, medium and el- 


bow gauntlets. 


APRONS sse=>.c0— 
BOOTS 


Also Sleeves, Respirators, Finger 

Guards, Welder's Equipment, Face 

eo Acid Containers, Watchemoket 
vers, 


OD nn P roducts 


Council Chicago 12, Illinois 





Work shoes, knee boots, hip 
boots, storm rubbers. No ra- 
tion certificate required. 
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for SAFE 
ALL-WEATHER 
SKIN COMFORT! 


Healthy hands do 
a better job in in- 
dustry . . . and smooth, FEND-X 
conditioning prevents the inroads 
of infection through cracked or 
chapped skin. 

FEND-X conditions the work- 
er’s skin by its normalizing action 
—is easy to apply, non-sticky, 
highly emollient, of light consist- 
ency, and suitable for dry or oily 
skin. FEND-X is an industrial 
cream—rich in essential ingredi- 
ents—popular in every industry 
where winter and occupational ex- 
posures call for skin conditioning. 


Write for the FEND Brechure! 





Braddock, Thomas and Meade Streets a 














group as a my” rinder and like 
work in a room filled with metal and 
other injurious dust and particles.” 

Smith had been employed by the 
company off and on for several years 
in various capacities which required 
some lifting. The last period of em- 
ployment terminated because of re- 
duction of production schedules and 
the employee sought other work. 

A physician, in making an examina- 
tion in anticipation of the new em- 
ployment, required X-ray photographs 
of the employee’s chest. The X-rays 





disclosed that Smith had pulmonary 
tuberculosis, of which he subsequent- 
ly died. 

The company contended that the 
claim was not based upon nor aggra- 
vated by an accident, series of acci- 
dents, or occupational disease arising 
out of and in course of employment. 
It was the opinion of the Court that 
the employee was afflicted with 
chronic pulmonary tuberculosis of 
long neiiies though latent. 

The employee's disease was not ag- 
gravated by an accident or by inhala- 
tion of dust, but was due to active 
physical labor in performing duties of 
work. Where injury is due to the nec- 
essary and customary — exer- 
tion incident to normal duties, such 
cause is not an accident within the 
meaning of the Workman’s Compen- 
sation Law. 

Claim denied. 

Smith vs. General Motors Corp. 
Supreme Court of Missouri 
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Free Ride—Claim Denied 


G REENE was employed as a mem- 

ber of a crew doing construction 
work under contract with Blair. 
Charlton was Blair’s chief engineer 
under whose jurisdiction Greene was 
employed. 

As the crew were required to go 
from place to place over a large area 
in performance of their duties, Charl- 
ton was furnished with a station 
wagon to be used for pone capes, 
them. Charlt 1, with the consent an 
knowledge of Blair, regularly used the 
station wagon to transport himself and 
some members of the crew to and 
from their homes and the job. 

No cash consideration was paid for 
such transportation and it was no part 
of the contract, express or implied, so 
as to create any obligation on any 
party. This transportation was optional 
or voluntary to the crew. 

Greene was injured in the after- 
noon, after working hours, some five 





or six miles from the job site while | 


being transported in the station wagon | 


driven by Charlton. 


The question arises as to whether | 


the claim was compensable under the 
Alabama Workman’s Compensation 
Law. It was concluded that an injury 
to an employee being conauntel to 
his home in an employer’s automobile 
after work, is governed by the com- 
pensation act only if transportation 
constitutes part of the contractual con- 
sideration for services. 

It can not be urged that there was 
any consideration between employer 
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and employee to render employer re- 
sponsible for claimant’s death as he 
was being transported from his place 
of work to his home. Although Charl- 
ton was driving with the knowledge of 
his employer, it cannot be said he was 
doing so by authority of the employer. 


Claim disallowed. 
Blair et al vs. Greene 


Supreme Court of Alabama 
April 12, 1945 





Compiled by 
Joel Krupman 








SAFETY 


(Reg. Trade Mark) 


Wedge-Grip 





LETTERS AND FIGURES 


@ Will not spall, will not mush- 
room 


@ Deeper impression with less ex- 
ertion 


@ 25% to 50% more service 


@ Any size character from 1/16” 
to I” 


WRITE FOR LITERATURE 
HELP PREVENT AN ACCIDENT TODAY! 


Z”NJNNINGHAM Co, 
“a a SAFETY STEEL STAMPS 
$1 Casson St, Pittshargh 19, Pa 
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. rms vapors can be in- 
jurious to the health. Good 
ventilation is therefore essential 
wherever organic solvents are em- 
ployed. Best procedure is to use 
properly designed degreasing 
equipment or a mechanically ven- 


tilated spray booth. 


Special Ventilator 


If a plant which has no such 
equipment must do a considerable 
amount of machinery cleaning, it 
may be advisable to install a special 
ventilator for handling the solvent 
vapors. This ventilator may consist 
of a motor-driven blower which 
draws the contaminated air from the 
breathing level and also from the 
floor level, where the heavy vapor 
tends to collect. 

Small parts may be cleaned 
under a ventilated hood. Such ap- 
paratus is not very expensive, and 
may be used safely when designed 
and installed under the supervision 
of a degreasing expert. 


Provide Individual 
Protection 

If the amount of cleaning is not 
very great, individual protection 
for the workers may be provided 
by means of gas masks. These 
should be of types approved by the 
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Reconversion means that 
much of the machinery stored 
for the duration needs cleaning 
before it can again be used. 
Plants using organic solvents 
for this purpose, many of them 
handling these chemicals for 
the first time, should take these 
special safety precautions 
against fire and illness. 


Bureau of Mines for the specific 
conditions involved. Where the 
operator is provided with a mask, 
however, care should be taken that 
nearby workers are not exposed to 
solvent vapors, through lack of 
general ventilation. 

It may be desirable to carry out 
cleaning operations after regular 
working hours, so that only the 
protected operators are present. 

In some cases natural ventila- 
tion, outdoors, or in a well-aired 
room, may be sufficient for small, 
occasional, cleaning operations. 
This procedure may not always be 
safe, however, since weather con- 
ditions are variable. 


Physical Protection 


Workers on or near cleaning 
operations should be instructed to 
report promptly to the foreman any 
strong solvent odor. Symptoms of 
illness, such as nausea, late 
headache, stomach or visual dis- 
turbances, should immediately be 
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reported to the plant physician or 
nurse, who must be kept informed 
of the solvents in use. 

Some individuals may show un- 
usual sensitivity to solvent vapors, 
and should be removed from the 
vicinity of the cleaning operation 
at once. 

Skin troubles may be caused by 
frequent or prolonged contact with 
solvents. Where it is not possible to 
avoid skin contact with solvents, 
skin difficulties may be prevented 
by providing woken with pro- 
tective clothing or creams and good 
washing facilities. 


Explosion and Fire Hazcrds 


The chlorinated solvents, such as 
trichlorethylene, carbon tetrachlo- 
ride, and perchlorethylene, are not 
fire hazards, and may be used 
safely as long as proper ventilation 
is provided. The petroleum sol- 
vents, such as gasoline, benzine, and 
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petroleum ether, on the other hand, 
are highly flammable, and require 
extra precautions. 

Specially designed ventilating 
equipment, non-sparking tools and 
shoes, and vapor-proof lights must 
be provided. Strict observances of 


“«< 


No Smoking” rules and suitable 
fire extinguishers, conveniently lo- 
cated, are important. 

Certain solvent vapors may be 
corrosive, so that it is not advisable 
to keep fine machinery in the vi- 
cinity of cleaning operations unless 
there is an efficient ventilating sys- 
tem drawing off the vapors. Other- 
wise, the machinery should be 
covered, or the clean-up operation 
moved elsewhere. 
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A Plan for Reducing Equipment Waste 
(From page 27) 





as to centralized or de-centralized 
control. Naturally, the type of con- 
trol will depend upon the size of 
the organization. I am going to 
think of control in terms of a typical 
plant of several thousand em- 
ployees. 

Many concerns issue equipment 
through the supervision of the 
warehouse. They usually keep ex- 
cellent inventory records and have 
standard forms for the issuance of 
all material. Warehouse control 
normally, is not planned to include 
service features such as fitting gog- 
gles, respirators, hats, and the neces- 
sary maintenance and sterilization. 
The maintenance and sterilization 
is usually farmed out to some other 


department; perhaps the tool room. 

The old system of passing out 
goggles, respirators, hats, etc. over 
a counter, like any other tool 
should be eliminated. Goggles 
should be fitted for wearing com- 
fort and sustained use, the same as 
a pair of shoes. 


Train Personnel 

Specially trained personnel is es- 
sential in either centralized or de- 
centralized control. The conserva- 
tion of personal protective equip- 
ment should be through a separate 
centralized section of the _ tool 
room, preferably located in that 
part of the plant having the highest 


concentration of personnel. 
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Goggle carts can be used to sup- 
plement the fitting and mainte- 
nance program throughout the 
plant, if desirable. We have found 
qualified personnel in the tool 
rooms because they are trained 
in the techniques of the mainte- 
nance and repair of equipment. 

The program should be super- 
vised by a person responsible only 
to the head of the tool room. We 
have a registered optometrist in 
charge of that phase of our pro- 
gram. He has been able to train 
specialized personnel in the cor- 
rect fitting of industrial goggles. 

This includes, in addition, the 
adjustment and alignment of per- 
sonal prescription glasses, which 
improves visual efficiency on the 
job. This man was selected on the 
basis of his background in safety 
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PLAN: OF SAFETY 
DISPENSARY 


A. Drainboards, B. Sinks, C. 
Storage Shelves, D. Water 
Heater, E. Dryer & Sterilizer, 
F. Employees Clothes Closet, 
G. Work Bench, H. Storage 
Shelves for Equipment to be 
Sterilized, I. Storage Shelves 
for Sterilized Equipment 
Ready for Assembly, J. Table, 
K. Parts Cabinet, L. Goggle 
Cabinet, M. Records, N. Res- 
pirator Lockers, O. Hat Lock- 
ers, P. Bin Storage under 
Counter, R. Issuance Counter, 
S. Display Recess, T. Super- 
visor’s Desk, U. Heater, V. 
Ventilation. 
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WILSON BANTAM APPROVED 
LIGHT WEIGHT RESPIRATORS 
with Throw Away Filters 











Weighs only 3% ounces, Provides greater 
wearing and breathing comfort. Strongly 
made from all rubber headband to ex- 
haust valve, Face piece won’t crush out 
of shape. All parts except replaceable 
filler are washable in soap and water or 
disinfectant. Nos. 5 and 5L are identical 
except for filters. 


No. 5 $2.25 


for Pneumoconiosis-Producing Dust and 
Mists and Chromic Acid ist, U. &. 
Bureau of Mines Approval No. 2140. 


No. 5L_ $2.50 


for Toxic Dusts such as Lead, Cadmium, 
Antimony and Arsenic, U. S. Bureau of 
Mines Approval No. 2143, These two 
styles are identical except for filters. 


Full Information on Request 


SAFETY CLOTHING 
and EQUIPMENT Co. 


7016 EUCLID AVE.+ CLEVELAND 3, OH!O 
PHONE ENDICOTT 1722 














engineering, optometry, and his 
— training qualified him to 
effectively repair broken industrial 
goggles, hats, respirators, etc. 

We have been able to salvage 
better than 90% of all broken 
equipment which means our equip- 
ment is available for use; and we 
can operate on a low inventory 
with adequate protection. The re- 
sult has been excellent coordination 
between the tool room and safety 
department. 


Indirect Control by Safety 
Department 


The safety department should 
exercise indirect control in the fol- 
lowing manner: 


Order or approve the purchase 
orders for all personal protective 
equipment. 


Determine the policy of distribu- 

tion and issuance on a basis of 

the injury experience and job 
analysis. 

A job analysis should be pre- 
pared to outline the duties of the 
personnel agen se in the pro- 
gram of the conservation of per- 
sonal protective equipment. After 
determining the central location of 
this division of the tool room (a 
suggested name might be safety 
dispensary), it should 


be large enough to allow for an 
efficient layout to include all 
necessary operations and inven- 
tory of equipment; 


should be painted white and 
have incorporated in it all the 
features of cleanliness of a hos- 
pital; 

the personnel of the safety dis- 
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pensary should be clothed in 
white medical smocks; 


the appearance of the personnel 
should denote cleanliness and 
personal tidiness. 


Distribution Duties 


The distribution duties of the 
safety dispensary should be as fol- 


lows: 


1. Includes the administration of 


rules formulated by manage- 
ment, assisting in operation 
of effective labor relations. 


. Includes the careful fitting 


and adjustment of personal 
protective equipment to the 
individual, instructions as to 
proper care for most effective 
protection and, in the case of 








respirators, making the time 


limit for use thoroughly un- 
derstood. 


. Includes issuance of new and 


reconditioned equipment, the 
re-issuance, after repair, of 
items broken or inefficient be- 
cause of wear or damage in 
normal use in the plant. 


. Includes accurate records of 


equipment in use in the 
sage adjustment of records 
or changes of craft and/or 
occupation. 


. Includes clearance of charges 


for equipment, acceptance of 
transfers and changes in clas- 
sification. 


. Portable distribution for sav- 


ing of production time on 
items requiring ee re- 
placement and re-adjustment 








trap dust at its source ... protecf valuable machinery and 


workers’ efficiency 


TORIT Dust Collectors are self-contained, portable, and 
easy to install. They save fuel by returning filtered air 


to the room. 


Nearly 10,000 TORIT Dust Collectors, ranging from Ys HP 
to 3 HP, are in use. They fit every production plan, and 
have paid big returns in plant cleanliness and employee 


efficiency. 


Write for TORIT Dust Collector Catalog No. 30 

giving full information on the different size units. 
TORIT MANUFACTURING CO. 
St. Paul 2, Minn. 


311 Walnut Street 


DUST IS NO JOKE 
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—respirators, cover lenses, and 
) cleansing program. 


The maintenance program shall 
consist of the following duties: 


1. Reconditioning—that group of 
operations necessary to effec- 
tively prepare protective 
equipment for distribution; 
and includes cleaning, sterili- 
zation, and aligning. 


2. Repair—includes such opera- 
tions as soldering, replace- 
ment of broken integral parts, 
renewal of badly worn parts. 

8. Inspection and assembly of 
essential parts, packaging, 
and labeling for distribution. 


Layeut of Dispensary 
The layout of a safety dispensary 
should incorporate provisions for its 


two main purposes: one is to pro- 
vide facilities to fit equipment; the 
other to provide adequate facilities 
for the program of maintenance 
and sterilization in order to obtain 
a maximum of efficiency and pro- 
duction with a minimum staff. 

We tried to group our facilities 
into four distinct areas of opera- 
tions; they are issuance and 
records, stock room, recondition 
and repair, and cleaning and sterili- 
zation. In this arrangement, con- 
fusion is eliminated. Every em- 
ployee has his area to work in, re- 
quiring specific operations to be 
performed that do not duplicate or 
patyen. rather, everything flows in 
an orderly procedure. 

tical suppliers or oo 
should be consulted for techniques 
in the use of tools in the mechanics 
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WHY MURINE, a Buffered Isotonic 
Collyrium, |S IMPORTANT IN INDUSTRIAL HYGIENE 


SOLUTIONS that would be entirely harmless to the ag surfaces may 
ssure changes within the 
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the eye be very close te the same esmotic 
which normally bathe the eye. The 


injury to s, Murine is an effective t-aid preliminary to 
medical fie m and treatment. 
en CONTAINS Potassium Bieesbone’e, Potassium Berate, 
. Boric Acid, Berberine lycerin, 
Hydrochloride, ‘Merthiolate’ (Sodium a Mercuri Thios late, 
Lilly) .001% combined with Sterilized Water. 


THE MURINE CO., INC. 


CHICAGO, U.S.A. 
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of fitting goggles. 

The mass fitting of goggles, hats, 
and respirators can be properly 
fitted over a counter not more than 
40” high or 20” wide. The counter 
should also provide bins for the 
systematic storing of goggles and 
respirators for immediate and con- 
venient issuance. The issuance of 
equipment involves certain records 
and forms. Before any equipment 
is issued, the employee should have 
a requisition from his supervisor. 


Inventory Records 


Issuance record forms can be de- 
signed to incorporate, in a glance, 
the complete list and history of 
equipment issued to any one em- 
ployee. The issuance _ records 
should be cross indexed by either 
the social security number, hire 


number or badge number. The 
badge number is usually subject to 
change and, therefore, is less reli- 
able; however, in many firms it is 
a key to his craft designation. 
The record case should be lo- 
cated as close to the counter as is 
practicable, so all that is necessary 
is to turn around and refer to the 
proper record drawer. Records filed 
alphabetically on large 5” x 8” cards 
have been found to consume a 
minimum of time for reference. 
Loss or damage of personal items 
are charged against the employee. 
Our record forms are planned as an 
open contract io buy or pay for 
any loss or damage on termination. 


Cleaning and Sterilization 
The next area we shall examine 
(Turn to page 67) 














Surgitube a 


“Trade Merk” Reg. U. $. Pet. OF. 


FREE SAMPLE 


The Seamless, Tubular, 
Gauze Fabric Bandage 


(U. S. Patent No. 2,326,997) 


A seamless gauze fabric in tubular form, in rolls of 50 yards packaged in 
handy dispensing box. Produced in five sizes for application as dressing to 
fingers, toes, hands, feet, arms, legs, breasts and head. The patented tech- 
nique produces a degree of elasticity and flexibility that insures easy ap- 
plication and ready removal, plus perfect conformation without any bind- 
ing affect. Not only makes a more suitable bandage in most cases, but saves 
30% to as much as 500% in material, as compared with ordinary bandage. 
Used in civil, industrial and government hospitals, and by surgeons, physi- 
cians, podiatrists, chiropodists and nurses for more than four years. 


Carried in Stock in All Sizes By 
NORTHWESTERN SALES CORPORATION 


Distributors 
Surgical Dressings, Allied Products and Industrial Pharmaceuticals 
1845 EAST 9TH ST. CLEVELAND 14, OHIO MAIN 9235 























They Were Bored 
(From page 28) 





Recognizing that supervisors were bored with safety meetings, this 
company switched to “spooning out” safety advice. Plant-wide in- 
jury reports given to all foremen daily revived interest. 





worked, but occasionally we have 
hit upon something that seems to 
act as a perpetual check on the 
accident curve. We believe one of 
these is a complete daily accident 
report to ALL foremen. 


Fundamentals 
The plan was first sponsored sev- 





eral months ago when it appeared 
that safety meetings had outlived 
their usefulness. Most of our fac- 
tory supervisory staff are old-timers 
and the reiteration of fundamental 
rules on caution and judgment was 
beginning to pall. We tried a num- 
ber of stunts, but came up with the 
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FABRIC LINK TYPE 
STANDING 
MATS! 







MELFLEX Fabric 
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sizes 14” x 21” 
to 30” x 48” 


STANDARD OR SPECIAL SIZES 


Rugged auto tire fabric links woven on 
special spring steel wire. Eliminates fatigue. 
Reduces accidents. Positive foot-safety for 
all purposes. Oil resistant, We can make 
gromes delivery on —e you need in 
tep Treads, Cafety unners, etc. Send 


specifications. 
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same answer. Frankly, the men 
were BORED. 

While we were dissatisfied with 
audience response, we were unwill- 
ing to abandon entirely our fre- 
quent contacts with supervisors. 
The supervisory staff is a most 
important cog in plant accident 
prevention and we _ obviously 
needed some method for periodi- 
cally reaching these men. 


Irregular Contact 


At that time it was our policy 
to send stenographic hospital re- 
ports to foremen on accidents 
which happened in their particular 
departments. This served as a 
safety reminder to departments 
which were bad offenders but gave 
us irregular contact with depart- 
ments whose records were normally 
good. 
If these reports had value in of- 
fender departments it occurred to 
us, then, that they could as well 
serve as safety lessons to all depart- 
ments, We started circulating daily 
reports on ALL accidents to ALL 





foremen. Our accident curve began 
to decline. In 1944 Studebaker 
Automotive had its best safety 
record within recent years. 


News Value 

Whether the same system would 
be as salutary in all companies, I 
do not know. We have a veteran 
organization. Over the years our 
average employees—especially those 
in supervisory capacities—have 
built up wide acquaintanceships. 
Thus the daily reports have a cer- 
tain “news value” that might not 
exist elsewhere. 

We have found the supervisors 
look forward to the daily reports. 
They are, of course, primarily in- 
terested in the official findings on 
accidents in their own groups, but 
they read in addition the reports on 
others. 


Ideas Develop 

What happens, we think, is 
something like this: A foreman’s 
eye runs down the list. He en- 
counters a name with which he is 
familiar. He follows that line across 








The Schneible 


Wet Method 


of Dust Control is Safest! 


With Schneible Multi-Wash Dust Collectors there is 
no accumulation of dust to create hazards. The col- 


lected matter, 


as sludge, permits easy and safe 


disposal. Recirculated water is used as the collecting 
medium. There are no parts which break, burn, clog 
or rapidly wear in Schneible equipment, which in the 


long run is the most economical as well as the safest. 


CLAUDE B. SCHNEIBLE CO. 


2827 Twenty-fifth St. 


Detroit 16, Mich. 








the page, learning the nature of 
the injury, the cause and whether 
the victim was permitted to return 
to his job. 

“Well, well,” the foreman says to 
himself, “I see where Bill Soandso 
bruised his shin on a barrel. Boy, 
would I like to have been there. 
Bill can cuss enough when he isn’t 
even hurt. Wonder what they're 
doing with barrels over in his de- 
partment? They'd wonder the same 
thing about our packing cases, I 
bet. Say—someone might fall over 
those cases of ours, too. We better 
keep them out of the aisles.” 

Perhaps, to continue the hypo- 
thetical case, he mentions the acci- 
dent to an associate who also 
knows Bill, drawing a bit on his 
personal inventiveness to recount 
some of Bill's outraged remarks. 


Maybe, later on, one of them 
will run across Bill. Bill immedi- 
ately gets “needled” about his 
clumsiness. We have no quarrel 
with such good-natured banter— 
if the mishap is not serious—be- 
cause the more word-of-mouth 
publicity the accident gets, the fur- 
ther is spread a lesson on careless- 
ness. 


Safety Advice 


One other use we make of the 
daily report form is to incorporate 
a safety message of some kind. It 
may be a slogan or a few sentences 
that emphasize a cause of acci- 
dents. In any event, we try to stick 
to a single point. We have learned 
that spooning out our safety advice 
is more beneficial than endeavoring 
to give the patient a full dose. 
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Filter Lens—for Cover Lens—for 
helmets and shields. cup type goggles. 


Are you paying too much for lenses? 


service life. All shades—all types (flat, 
clear and coated) for welders helmets, 
hand shields, goggles and spectacles. 












e@ Spending more for lenses than you 
need to is like throwing money away. 
Save it, by ordering Amcoweld Protec- 
tive Lenses that are not only reasonable Prompt delivery. Write for fully descrip- 
in cost but also “tops” in quality and tive literature and prices. 


’ 
EASTERN EQUIPMENT COMPANY, Inc. 


Industrial Safety Division + Willow Grove, Penna. "HE 
MANUFACTURERS OF AMCOWELD PRODUCTS 


OccuPATIONAL HAZARDs 
Dece 


Safety Can Be Fun made known to the various depart- 
S AN incentive toward better — sory ™% © — rye being 
housekeeping at the Lewyt constructed, to ae, 8S a 


Cacteaiien . centiest wsenien, eee @ Me st having 
= ‘ the poorest housekeeping. By the 


time “Messy,” the dog house, was 
completed, no department was 
worthy of the dubious honor. 
Whenever conditions tend to be- 
come a bit on the shady side, it is 
now only necessary to have some 
member of the staff ceremoniously 
dust off “Messy” and the entire 
plant soon regains its customary 
cleanliness. 


Switchboards 


Switchboards should not extend 
to the ceiling and should be placed 
six feet away from the walls or 
other structures. The space behind 
switchboards should be kept clear 

turers, Brooklyn, New York, it was _ of rubbish, tools, clothes, etc. 
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wrety TURN-CUFF SURESEAL 
Surety RUBBER GLO VES 


gor Mone SAFETY Exera SERVICE LIFE 


Tests show Surety Sureseal Synthetic 
protects hands 14 times longer than other syn- 
thetics or natural rubber. Proof against acids, 
oils, solvents, all skin-irritating liquids. 
Patented TURN-CUFF gives extra protection, 
keeps liquids from running down arms. Sure- 
ty TURN-CUFFS are hard Senely GLOVE SELECTOR 


to snag, resist abrasion. shows apenas on of all types 2 of ee 
! oves, materials recommen a 
Get Surety for safety! lor every industrial safety job. 
Write now for your copy! 3 


= yuely RUBBER COMPANY 
—— —_—_—_—_——__> 
CARROLLTON, O10 
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MODERN MEDICS - - - 


an Industrial Operation 


Health maintenance and immediate treatment for injuries cuts ac- 
cident and infection time losses. Because of the subsequent re- 
duction in costs, this industrial medical plan is worth studying. 






50% decrease in the accident use and administration. We are 

rate in the past two years particularly proud of this record 
and reduction almost to a minimum _ because it has been achieved in a 
in infection among employees at heavy industry plant.” 
the Barbertori plant of the Babcock Dr. Howard Lee Smallman, [7 js 
& Wilcox Company was recently 
announced by George J. Hartnett, 
Superintendent of the works. 


— Ta ee a ee a 


View of the operating room showing at- 
tendant, operating table, and x-ray view- 
ing equipment. 


















“This has been accomplished,” plant physician, said that some in- 
Mr. Hartnett stated, “through the Sustrial insurance authorities state 
modern medical facilities estab- that the Barberton plant has one 
lished at the plant by the Company of the lowest infection rates in the| 
two years ago and their effective _ state. 
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“This has been accomplished.” 
Dr. Smallman explained, “as a re- 
sult of the Company’s providing a 
health station with adequate medi- 
cal facilities for examination of em- 
ployees before employment and at 
intervals thereafter and for prompt 
treatment of injuries and illness. 
The medical program is an integral 
part of the Company's Operations, 
both in war and peacetime.” 


Physical Examinations 

The first aspect of the program 
is the careful pre-employment 
medical examination of each job- 
applicant to aid in the proper plac- 
ing of employees throughout the 
plant. This pre-employment exami- 
nation is very thorough, and in- 
cludes X-Rays of the chest, so that 
health status of the individual may 
be adequately determined. 


The second phase of the pro- | 


gram involves the medical exami- 
nations of employees working 
where industrial hazards exist, at 
regular intervals after employment. 
The map ose of such examina- 


tions is determined by the type of | 
work the employee is engaged in, | 


and the extent to which a health 
hazard is present. 

Records are kept of the com- 
me 8 of certain materials 
andled by workers such as sands, 
oils, grinding wheels and welding 
rod coatings, so that the medical 
department may determine just 
where the industrial hazards are, 
and the periodical examination in- 
dicates the extent to which the 
employee is affected. 


Treatment of Injuries and 
Hliness 


The third phase of the program 
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But : 
Stanzoils 


assure you 
both hand 
safety 
and... 








easier 
faster 
work 


Revolutionary new 
non-slip finish 
that really grips! 


@ Stanzoils’ unique new non-slip 
finish really holds wet slippery 
objects, gives assurance and speed 
to workers’ hands. So you get far 
more for your money in Stanzoils 
—sure protection from injury in 
oils, acids, other harmful materials; 
flexible comfort and positive grip 
for faster work; and durability of 
Pioneer processed neoprene that 
lasts 3 to 7 times longer. Hun- 
dreds of industries find Stanzoils 
give lowest cost per hour of use. 
Standard styles, sizes, weights — 
black, white. It pays you to write 
for Stanzoil catalog today! 


Synthetic Rubber Division 
THE PIONEER RUBBER CO. 
ELT 258 Tiffin Rd, Willard, O., U.S. A. 

paaece New York + Angeles 


»VER 25 YEARS OF QUALITY GLOVE MAKING 


PROTECT THEM! 


Athea Lotion is not just another hand 
cream or lofion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — just edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
emulsi with distilled water. 

Athea needs to be tried—arrange for 
a liberal sample now, just write to our 
laboratory on your letterhead — we'll 
give you complete proof and you may try 
Athea right in your plant. Write today. 
ATHEA Research and Processing LABORATORY 
344 North Water Street Milwaukee 2, Wis. 


Al noA Pratectiue 


LANOLIN 
HAND LOTION 





involves the prompt treatment of 

industrial illnesses and injuries. The 

medical department operates seven 

days a week, 24 hours a day, and 
7 


Interior view of the Babcock & Wilcox 
Company health station at the Barberton 
plant. 


the doctor is on call at all times. 
The eight-room health station 
housed in the two-year-old red 
brick administration building has a 
staff of four registered nurses, 1 
laboratory and X-Ray technician, 
and a secretary, in addition to the 
plant physician. 








IPCO 
FOG-GLE 
CLOTH 


* 
Retards Fogging 
Cleans . . . Polishes 


A chemically treated cloth te retard 
fogging and steaming of lenses in 
and other shields 


to use; pr 
is the time to try it 


INDUSTRIAL PRODUCTS CO. 
Safety Equipment 
2822 N. 4th St., Philadelphia, Pa. 
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The department maintains a 
fully equipped operating room for 
emergency use, laboratory, dark 
room, and rooms for sterilizing and 
the storing of stock. A two-bed 
emergency ward is ready when 
needed. Equipment includes a mod- 
ern design, standard X-Ray machine 
which is used not only in the pre- 
employment examination of the 
chest, but also in cases of bone 
injuries. The operating room is 
fully equipped with instruments, 
cabinets, X-Ray viewing box, and 
other incidental equipment. 


Care of Fractures 


Because of this fully a 
operating room on the plant | 
grounds, fractures can be taken 
care of within 15 to 20 minutes of 
the injury. Compound fractures can 
receive definite treatment and 
patients are placed in permanent 
dressings before they are sent to 
the general hospital. Usually the 
patient requires no further surgical 
treatment after he leaves the plant. 

Ability to get at the compound 


fracture immediately lessens the 











Machine Scalps Girl 


df 
Miss hn: ge 
at 5:00 p. m. yesterday when her 
hair was caught in a power machine 
Sue 
= 3 HOLLYWOOD 
TURBANS 


prevent ‘oT mg 


wins instant favor. 
HOLLYWOOD 
BANS 


and inexpen- 

sive, Send for sample. 

HOLLYWOOD TURBAN 
PRODUCTS CO. 





oo. 0 
319 W. Van Buren St., 
Chicago 7, Iii. 











OPERATING COSTS WITH 


HOFFMAN 


VACUUM EQUIPMENT 


YOU'LL FIND IT VALUABLE AND PROFITABLE 


Directly and indirectly dust, chips and 
waste increases operating costs. 
Hoffman heavy duty portable or stationary 

vacuum sweeping and cleaning 
systems can assist you in cutting operatirig 
losses and obtaining improved results. 





In addition, cleaning by um will greatly benefit 
plant working conditions. Many plants are eliminat- 
ing dust h ds with Hoffman vacuum systems. May 
we be of service to you, too? 


TODAY... SEND FOR LITERATURE 
U.S. HOFFMAN 


MACHINERY CORPORATION 
AIR APPLIANCE DIVISION 
98 EAST 12TH STREET, NEW YORK 3.N.Y; 
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threat of infection, and as a result 
the incidence of infection in such 
cases here at the plant has been 
markedly reduced in the past two 
years since such cases have been 
handled in the Company’s own 
operating room. 

Immediate treatment of com- 
pound fractures also lessens the 
bone displacement which grows 
more difficult to treat as time goes 
on, it was said. Complete and im- 
mediate treatment for burns is 
given in the operating room and 
such treatment is extremely impor- 
tant because of the necessity for 
quick action in such cases. A spe- 
cial method of treating burns has 
been developed and used with suc- 
cessful results. 


Non-Industrial Care 
Further medical attention for 


working employees is provided 
through the Company’s emergency 
care policy for non-industrial ill- 
nesses. After an examination at the 
plant, medical information about 
non-industrial ills of the employee 
may be transmitted to a physician 
designated by the employee, thus 
aiding the non-industrial physician 
in caring for his patient. 

A visiting nurse from the medi- 
cal department calls on each em- 
ployee who is away from work 
because of illness the first day of 
his absence or as soon thereafter as 
possible. The visiting nurse also 
gives temporary assistance to those 
who are ill, and helps to get further 
medical care for the patient where 
it is needed. 

Checks are kept of time lost at 
work of illness in order to keep 
employees from being reemployed 








ANOTHER ENEMY 


OT LL ITI 1.) 
HAS BEEN OVERCOME 





Industry discarded the germ-laden drinking cup 
years ago. And now, industry knows that CLEAN 
and STERILIZED working garments eliminate 
accidents, prevent disease, lessen fatigue and in- 


crease efficiency. 








There is no reason for anyone in your plant to wear 


dirty or greasy garments. In your locality there is 
an Industrial Launderer, who is a reliable mem- 


CONSERVE A 
COTTON M 
LEATHE 


ber of the N.I.L. & C.A. This Industrial Launderer 


has machinery designed to wash and clean work wiping material, 
clothing at a small nominal charge. 


The Industrial reclaims 
els, gloves, felt 
ds, wristlets, etc. Don’t throw 


pads, 
anything away. Get in touch with 
this Industrial Launderer today. 


(See your classified phone book) 


THE NATIONAL INDUSTRIAL LAUNDERERS & CLEANERS ASSOC. 
3517 West Harrison Street, Chicago 24, Illinois 
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at work which might be detri- 
mental to their health. Another 
important part of the medical pro- 
gram is the regular inspection of 
the plant cafeteria, washrooms and 
other facilities. 


Company Increases 
Facilities 


Dr. Smallman, who first came to | 


the Babcock & Wilcox Company 
in 1928, recalled how its medical 
program had changed in 21 years. 
In the beginning, he said, the de- 
partment occupied one room and 
he worked without a nurse, using 
his own office equipment. Unlike 
today, his work dealt only with 
the injured, and not with preven- 
tive medicine. 

Since 1923 he has examined more 
than 24,000 men in pre-employment 





Workers Need Salt 


Replace it this Easy Way for 
Less than lc a man per week 


The loss of salt through sweat 
causes Heat-Fag, lassitude, inalert- 
ness. Water without salt, in hot, 
sweaty conditions, causes heat 
cramps. The easy, simple way to 
supply salt is Morton’s Salt Tablets 
at every drinking fountain. Write 
for folder and prices. 


MORTON SALT CO., Chicago 4, Ill. 














checkups. A graduate of the Uni- 
versity of Michigan Medical School, 
Dr. Smallman served as a Cap- 
tain in the last war and was 
Battalion Surgeon for the Rainbow 
Division. 








Vv 


3" TO 24” 
DIAM. 


@ Light weight and very eas 
or kinda. oid 

© Extremely flexible. 

* Will not support combustion. 

® Easy to couple and attach. 


* Also “PORTOVENT" and 
“BLOFLEX" for Uses requir- 
ing collapsibility 


WRITE FOR PARTICULARS 


FLEXAUST 


THE EASY WAY 
TO VENTILATE 
CONFINED SPACES 


AMERICAN VENTILATING HOSE CO. 
15 PARK ROW, NEW YORK 7, N.Y. 
PLANTS AT AMESBURY, MASS. & SEATTLE, WASH. 
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KEEP ALL FLOORS 
CLEAN & SLIP-SAFE 
with HILD MACHINES 


Floors in factory areas ... and in 
office space too... . can be put in good 
condition and kept that way with just 
one HILD Machine and a series of 
easily interchangeable attachments. 
Pictured below are attachments for 
grease-caked floors 
h and 
, Wax, 


“dry-scrubbing” 
that become dangerously ro 
bumpy. Other attachments scru 
polish, buff, 

and steel-wool floors of all 
kinds. 


SHOWER-FEED SCRUBBING 
FOR OILY FLOORS... 


HILD Machines are 
available with scrubbing 
tanks 


solution _ stor 
mounted on the handle 
use with the 


for 
famous HILD Shower- 
feed Sous. pictured be- 
equipment 
scrubs ay factory floors 
most oroughly, speed- 
ily and economically. 


Sor 


Qua wae 


FREE BOOK 


S_ wo rroor macnine co. 
1313 W. Randolph St., Dept. OH 12, Chieage 7, I1!. 
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Notice-Meeting Today 
(From page $2) 





and subsequently forming icicles, 
over doorways may be required. 


De-Icers 

Or how about taking a tip from 
the aviation industry? They solved 
the problem of ice forming on wing 
and propeller surfaces. By running 
a soft rubber tubing along the roof 
edge and causing it to expand by 
the use of compressed air or a non- 
freezin ome liquid, the formed ice will 
be made to crack and fall off. 

Another suggestion is to run a 
copper tubing equipped with 


sprinkler heads at necessary inter- 
vals into which the de-icing fluid 
used on propellers may be pum 
This uid melts the ice upon w ich 
it is sprayed. It may be possible to 
obtain surplus material for this pur- 
pose. 


Roads 

The hazards to vehicular traffic 
under icy conditions presents an- 
other problem. Reminding drivers 


OccuPATIONAL HAZARDS 








to slacken speed, the application of 
non-slip materials, and increased 
clearance areas will help prevent 
accidents here. 


Equipment 

The safety of the men doing the 
de-icing must also be kept in mind 
and hard hats, goggles or face 
shields, leather gloves, and safety 
shoes should be worn. Provide the 
safe tools, such as a light weight 
pole equipped with a deflector to 
prevent icicles from following down 
the pole, danger signs, rope, and 
other equipment you may find nec- 
essary to meet the conditions of 
your plant. 

Ice and its inherent hazards will 
be with us year after year and war- 
rants both thought and action for 
the prevention of accidents. The 
fundamental cause of accident can- 
not be attributed to the ice, but to 
the failure to provide protection 
from the ice hazard. 


<i 


Erect Sescnn 


When lathes are located adjacent 
to aisles or passageways, it often is 
advisable to erect screens so that 
sag passing the machines may 

protected from flying chips. 





Screen should be of fine wire mesh. 








POSITION WANTED—Veteran 
of World War 2, fully qualified 
Safety Engineer and Industrial 
Relations Director desires per- 
manent connection with com. 
plete program direction. No 
emergency opening considered. 
Age 40—married. Box 312-A 
Occupational Hazards. 




















Y 
CHANCES? 


. +. and don't take chances with your 
lungs either! Do as thousands do, protect 
yourself with ... 


DUPOR RESPIRATOR No. 46 


U. S. Bureau of Mines Approved for Type A 
Lead Dusts or any Texic (peisonous) dusts! 
Den't gamble with dust hazards. Easy breath- 
ing—wnit has over 46 sq. in. filtration area. Un- 
breakable, made of rubber and felt with plas- 
tic valves. Weighs less than 6 ozs. Sample sent 
postpaid $2.50. Order teday! 


H. S. COVER 


107 Chippewa St., South Bend, Ind. 
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I WAS out snooping for some 
fresh material the other day, 
looking for some new ideas to pre- 
sent to you. The Safety Engineer at 
one plant was very cooperative, ar- 
ranging for a handful of passes and 
taking me through the plant. 


Guards 
As we passed through the ma- 
chine shop, I was impressed by the 
multitude of overhead belt drives, 
unguarded, fed by an overhead line 
shaft. A wood “agate under a large 
y 


belt immediately over an aisleway 
was outstanding by its loneliness. 

The Safety Engineer has only 
been at this plant for eight months, 
and he explained the efforts neces- 
sary to get this one guard installed 
in this deparment. New individual 
drive machines are going to be 
bought, eliminating the belt drives, 
they say, but in the meantime— 
PPPP. 

The S.E. commended the shop 
supervisor on the new material rack 
he had installed—the old racks 
tipped over several times, nearly 
catching the stockman. 

“Now,” he suggests, “how about 
getting the material out of the cor- 
ridor and into the racks?” 

So, on through the plant, pass- 
ing a group of presses and shears. 
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These, the S.E. explained, had once 
been equipped with guards and 
hand retractors but the workers had 
discarded them. 


Conditions Known 

As these and similar items were 
noted from department to depart- 
ment, I came to realize that m 
host was well aware of the hazard- 
ous conditions we were seeing and 
that he had submitted his recom- 
mendations to management. 

“Why the stalling?” I asked my- 
self. Does management think that 
the hiring of a Safety Engineer 
solves the safety problem? Is man- 
agement too busy to realize that a 
stack of recommendations a mile 
high will not prevent one accident? 

The situation reminded me of 
the case of the expired engineer 
relegated to the land of Hades. To 
his surprise, the engineer was 
shown a multitude of new automo- 
biles of all shapes, sizes, and colors 
and given his pick of the lot. Rac- 
ing the motor of a sleek, red job, 
he prepared to speed away and 
asked where the roads. were. 
“That’s the Hell of it,” Satan re- 
marked, “there are no roads.” 

Management, if you expect your 
Safety Engineer to get somewhere, 
provide the ROADS! 
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A Plan for Reducing Equipment Waste 
(From page 53) 





is where the cleaning and sterili- 
zation takes place at the back of 
the room. Equipment returned by 
employees is segregated by types 
and placed in the cabinets or bins 
to be sorted later. A table is pro- 
vided to sort and break down 
equipment into two groups: 

1. Equipment requiring 

cleaning and sterilizing. 

2. Equipment requiring re-con- 

dition or repair. 

A sink is located at the far end 
of the room with long drain boards 
on each side and three basins, 18” 
long by 18” wide by 18” deep. 
The basins were made this size to 
accommodate hats. A two and one 
half gallon hot water heater is able 
to furnish all necessary hot water. 


only 


Goggle Maintenance 

All equipment to be repaired is 
first washed, sterilized, and dried. 
After it has been repaired, it is 
taken back to the sink, re-sterilized, 
dried, inspected, and packaged for 
issuance. 

Certain points must be con- 
sidered to effect a maintenance 
program that will conserve equip- 
ment and keep stock inventory to 
a minimum. It is essential to recog- 
nize that parts can be expected to 
break during normal usage. A 
quantity of goggles, hats, and res- 
pirators are kept on inventory for 
placement purposes while repairs 
are being made. It is, therefore, 
important that a proportionate 
stock of repair parts and jigs to 
repair such broken equipment is 
maintained. 
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It is important, in order to main- 
tain the fit, for goggles to be peri- 
odically re-adjusted. This readjust- 
ment should be at the direction 
and approval of the supervisor. It 
will serve to check the individual’s 
attitude toward goggles and his 
participation in the cleaning of his 
own goggles. The carelessness of 
the employee handling his goggles 
will be evident; slag and pits on 
the inside of the lens indicate either 
an unsatisfactory fit and/or wear- 
ing them under duress. It is un- 
wise to be too frugal with replace- 
ment goggle lens. Pits caused by 
slag burns, grinding operations, 
and blows will change the stress: 
pattern and nullify the protection 
qualities of the lens. 

An electric soldering machine, 
using silver solder, is used to solder 
broken frames and detached pad 


arms. 


Respirator Care 

To facilitate the sterilizing and 
cleaning program, respirators must 
be in use for only certain periods 
of time, governed by the concen- 
tration of dangerous agents in the 
working environment; therefore, 
there should be a regular replace- 
ment and reconditioning schedule. 
It is the normal policy to issue a 
face cloth to absorb skin oils which 
may deteriorate rubber. 


Racks and Benches 


Racks to hold lenses and small 
compartment boxes to ‘contain 
screws and other small parts should 
be provided. 
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AIR SAMPLER—New all-glass 
sampling units, for use with the M.S.A. 
Midget Impinger air amas appa- 
ratus, permit easy and thorough clean- 
ing and prevent contamination or dis- 
coloration of the sample undergoing 
test. 

The air outlet is placed at a maxi- 


mum height and the ibility of 
drawing a the cdtecing fluids is 
practically eliminated. The impinger 
nozzle orifice is fixed at the correct 
height and no readjustment is nec- 
essary. 

For further information write this 
editor or the Mine Safety Appliances 
Company. 


GAS ALARM—The Davis Combus- 
tible Gas Alarm System, remote head 
type, has been introduced by the 
Davis Emergency Equipment Com- 


pany. The device is designed to de- 
tect the presence of combustible vapor 
or gas, give an audible signal Mahone 
the mixture with air becomes danger- 
ous, and control appliances, ventila- 
tors, or machines. 

The analyzer head is located in the 
area to be sampled and the control 
cabinet may be located at any distance 
in a gas-free area. 

The system has been approved by 
the Associated Factory Mutual Lab- 
oratories. 


APRON—Compar, transparent vi- 
nyl resin derivative, aprons developed 
by Resistoflex Corporation for pro- 
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tection against oils and solvents are 
now available. These aprons combine |* KEEP 
light weight, flexibility, and — 


ness as well as transparency. Smocks "Fels @2'a.) 
sleeveguards, and gloves are made of 


the same material. Write the editor INFORMED WITH 
for further information. 


FLOOR MATS—Announcement of D A V es: S 0 N 


the availability of all the s of 


floor matting which comprised their 3 U L LET IN 


pre-war line has been made by the 


American Mat Corporation, Toledo, 34 @] A R D S 


CRIES ANE TS DARE 


Ohio. 
Designed for increasi ng production, 
1 


—- safety, providing comfort, 


ering sanitation, and reducing 








- MAN POWER 

ee: HOURS from (EACH BOARD A CENTRAL 

ANS a NEWS HEADQUARTERS 

COMENTS- er Get one board for each plant sector. 
mie 


Convey news, letters, bulletins -QUICK- 
LY - to ALL employees. Hang safety and 
morale posters ... news of contests, ben- 

y ) | efits, social doings. Boards built to“take 
The Modern OIL ’ it’. Sturdy walnut finished frames. 
ABSORBENT Vy REAL CORK POSTING SURFACE 
over 3-ply veneer. Finished hardware and 
locks. Quality at low cost. 


z * SINGLE OR DOUBLE UNITS 
ith its quick drying, cheee- %, s © GLASS DOORS OR PLAIN 
why ee st RB * STOCK OR SPECIAL SIZES 





hens 
= . Approved by Un- 
on-inflam derwriters Labo- 
t . 
lothing, hands, floor surfaces. which 1s spen. 


Reduces floor cleaning costs. gored b Ne penal 
REE SAMP LE Underwriters. 
ent on request for PROOF - CONVINCING Test. 


ROJAN PRODUCTS DEPARTMENT P99 area 


3 W. Jackson Bivd., Dept.0H-/, Chicago 4. 
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fatigue, these mats have been largely 
out of production due to material 
restrictions. New literature on the 
complete line has been prepared and 
will be sent on request. 


FREE SANITATION POSTER— 
A humorous poster designed to curb 
scribbling on washroom walls has been 
age by Cleanliness Bureau for 
ree distribution to factories, mills, 
public buildings and other institutions. 
After recounting in comic pictures and 
verse how Daniel Boone, Geerge 
Washington and Horatio Nelson 





MINOR BURNS 
WITHIN TS 4 
MINUTES 


SeAduel TANNIC SPRAY 


The element of time is of first importance in 
the successful treatmext of burns. If a burn is 
treated within 15 minutes after it occurs, the 
probability of blister formation is reduced to a 
minimum. But if time is wasted before proper 
treatment is started, serious complications and 
infection may follow. 


When using Gebauer’s TANNIC SPRAY in the 
treatment of burns, the factors involving time- 
loss are eliminated. This preparation is a stable 
solution of tannic acid ready for immediate use. 
Packaged in a sturdy amber bortle having an 
ic dispensing cap, which permits the 
projection of the solution in the form of a fine 
jet stream. Upon application the solvent evapo- 
rates rapidly, covering the burn with an evenly 
applied, dry and flexible film of tannic acid 


Gebauer’s TANNIC SPRAY is a practical frst 
first-aid treatment for first, second, and small 
area third degree burns. Write for literature. 


THE GEBAUER CHEMICAL CO. 
9410 St. Catherine Ave. * Cleveland 4, Ohic 
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carved their initials for posterity | 

read, the poster concludes: 

“But even while these great wore ci\ 
vies 

They never wrote their names j 

privies. 
Fame’s one dame who never calls 

Folks who write on washroor 

walls!” 

Available from the Association 0 
American Soap & Glycerine Produc 
ers, 11 West 42nd St., New York 18 
N.Y., or this magazine. 


FINGER GUARD—Two improve 
ments have been made in the con 
struction of the Steel-Grip Supergar< 
by the Industrial Gloves Company 
The leather wearing surface now ex- 


tends two thirds around the finger and 
seams have been placed well up on 
the sides of the finger out of the wear- 
ing zone, 

The Supergard comes in three sizes 
and in three materials—cowhide split, 
grain leather, and lightweight cape- 


skin. 


Idea 


“Seven come eleven”—and so it 
does, every time with the novelty 
dice included in an unusual mailing 
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gadget sent to friends of the Hy- 
Test Division of the International 
Shoe Company. The dice are so 
marked that they can’t come up 
wrong, a safe bet. 


DUST COLLECTOR—A newly de- 
signed dust collector employing the 











centrifugal vortex principle whereby 
air suction draws dust through a flexi- 
ble hose and hood and deposits it in 
a removable receptacle, is announced 
by the Leiman Bros., Inc., Newark, 
N 


A fine fiberglass filter is provided 
allowing recirculation of the air. The 
device is adaptable to many types 
of dust producing operations. 

Write Leiman Bros. Inc., 105-80 
Christie St., Newark 5, N.J., or this 
editor for details. 


New Instruction Bulletin 


“Chlorine,” the second of the 
new bulletin series on Controlling 
Chemical Hazards has been issued 
by the Division of Labor Standards 
in the U. S. Department of Labor. 

The bulletin outlines the hazards 
involved in the industrial use of 
chlorine and recommends methods 
for their control. It is especially 
designed for safety engineers, ‘in- 
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spectors, compensation managers, 
safety committees, and others con- 
cerned with health or fire preven- 
tion. 

Copies may be obtained from 
the Superintendent of Documents, 
Government Printing Office, Wash- 
ington 25, D.C., or by writing this 
editor. 


nn 


New Officers for I.S.E.A. 


At the annual meeting of the In- 

















Reeves 


Reg. U. S. Patent Office 


FLEXIBLE 
STRETCHERS 





Even the slightest casualty may be harmed 
still further by rough or improper handling. 
REEVES flexible stretchers enable attend- 
ants to reach the most inaccessible places. 
Complete safety, ease of handling and 
greater strength makes REEVES stretchers 
the choice of particular safety directors. 


No. 101—$14.50 


Constructed of two layers of heavy- 

weight canvas. Three web _ straps. 

Riveted leather handles. Folds com- 

pactly. 

Size open 66” x 28” Closed 416” x 6” 
Send for descriptive circular 


A. SMITH & SON, INC. 


ESTABLISHED 1867 
| 1239 RIDGE AVE., PHILA, PA. 




















dustrial Safety Equipment Associa- 
tion, Mr. J. T. Ryan, Jr., General 
Manager, Mine Safety Appliances 
Company, Pittsburgh, Pa.,. was 
elected President, and Mr. L. E. 
Dickson, President, Standard Safety 
Equipment Company, Chicago, II- 
linois, Vice President. 


Identification of Health 
Hazards Pamphlet Ready 


“Useful Criteria in the Identifica- 
tion of Certain Occupational 
Health Hazards,” in a new edition, 
may be obtained from the Division 
of Industrial Hygiene, Utah State 
Department of Health, 130 State 
Capitol, Salt Lake City 1, Utah. 
Price of the pamphlet is $1.00 aa 
single copy, or 75 cents on orders 
of 50 or more. 


New Industrial Glove 
Standards Announced 


Specifications and tests which in- 
dustry can use in rating the per- 
formance of gloves made from rub- 
ber, synthetic rubber, or plastic ma- 
terial have been set up by the 
American Standards Association. 

Copies of the standard, Chemi- 
cal-Resistant Gloves, L18.29-1945, 
are available from the American 
Standards Association, 70 East 45th 
St., New York 17, N.Y. at 20 cents 
per copy. 
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Cardox-Western Moves 
To New Location 


Cardox-Western, Inc., subsidiary 
of Cardox Corporation ‘end manu- 
facturers of safety equipment, low 


offer many 


NEW safety 


features 


Goggles anchored in 
balance on 
arms 
No pressure on nose 


perfect 
sturdy hanger 


or face. 


Easily moved up o 
stay where: 


down... 
ever desired. 


pressure 
has mo 
offices | 
Blvd., 

larger | 
nue 19 
Cardox 
the W 
for Ca 


ment : 


Betti 

I’ve 
aroun 
don’t 
hot ai 

“tt 
dolla: 
you | 
my | 
a bo 


fell? 


i) 


gee See rea? 


Headgear molded fron 
heavy fibre gives pro- 
tection over entire 
forehead. 
All parts touching 
head are padded. 


DOWN LITERATURE AVAILABLE ON REQUES 


AMERICAN — tad Y EQUIPMENT CO. 
383 BRIDGE STREET BROOKLYN 1, N. Y. 
DIVISION OF THE BURDETT OXYGEN po CLEVELAND, OHIO 


STAYS 
UP OR 
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pressure liquid CO,, and dry ice, 
has moved its plant and general 
offices from 748 East Washington 
Blvd., Los Angeles, to new and 
larger quarters at 151 North Ave- 
nue 19, Los Angeles 31, California. 
Cardox-Western, with five offices on 
the West Coast, is also distributor 
for Cardox fire extinguishing equip- 
ment and fire trucks. 


Betting $17,000,000 to $1 


I've been carrying this item 
around in my notebook for years. I 
don’t know who wrote it, but it’s a 
hot argument for safe working. 

“If you had seventeen million 
dollars and I had one dollar, would 
you bet your vast fortune against 
my lone dollar that you could toss 
a book in the air and catch it as it 


fell? 


“Of course, you wouldn't. The 
odds are all out of proportion to the 
risk. 

“Perhaps you think no one in his 
right mind could take such a 
chance. If so, you are wrong. You 
and thousands of other apparently 
sane Americans do it not once, but 
many times each day. Only you 
wager years against minutes. 

“The average adult of 35 has 
17,000,000 minutes yet to live. 
Every time he takes a chance to 
save one minute, he wagers all his 
remaining years. When you gamble 
on safety, you bet your lifel”—Jack 
Dunman, Mengel Company, Louis- 
ville, Ky. 


A Future In 
Spray Painting 


Of interest is a recent develop- 








THE COMMONSENSE WAY TO 


CLEAR and PREVENT ATHLETE’S FOOT 


IN SHOWER ROOMS 


BATHERS LIKE OWOX—IT WAEeeR THE FEET FEFL FING 


garding the control of 
thlete’s Foot. ONOX 
is revolutionary. A safe, 
non - poisonous 

toughener does 

work, You may test it 
under any cond 


itions 

you choose to impose ODORLESS, 

and without obligation. 

For example: 
We will ship prepaid, trial erder 
for ae a ONOX and equip- 
ment. Use it for 60 days. If at the end 
of that time ONOX has not proved 
itself to your complete satisfaction you 
owe us nothing. 

We would like to send th 

ONOX method now weed by hen 

coast to coast. 


NEAT, CLEAN, 


le details of the 
of institutions— 


SAFE, NON-POISONOUS SKIN TOUGHENING 
TO COUNTERACT THE SOFTENING 
EFFECTS OF WEARING SHOES 


PLEASANT TO USE 


Sp 
on 
6 
€ Os pe 
NS 
€R 


o 
R Yigg, 


ONOX. INC., DEPT. H. 121 SECOND ST.. SAN FRANCISCO 5. CALIF. 


Important: 5.4 jo. 


A report based « 


note the 
0 years observat 
’ Potentially harmfu 


P R=SISTANCE 


n by 9! 


NSTEAD 


Radical reversal of medical teaching 
U. S. Skin Specialists calls Foot Baths 
Jnox on the other hand is a safe, non-poisonous skin toughener 
elastic 
py of TIME arti 


in TIME Magazine? 
Futile 


IT DOWN 


on request.) 


Try the Onox way. You'll be 
e sent 








STONEHOUSE SHES For ACCIDENT PREVENTION 


\> 
1 


RESTRICTEY 


ment in spray painting. Electro- 
static fields, useful in controlling 
the movement of many kinds of 
mist and dust particles, have re- 
cently been applied to the spraying 
of paint. 

In spraying, the electrically 
charged particles of paint leaving 
the spray gun are attracted to the 
oppositely charged article to be 
painted. Less paint and solvent is 
lost to the surrounding atmosphere 
and as a result toxic exposures are 
decreased. 


First Aid Training Pays 

The years of first aid training 
among mine workers in Southeast- 
ern Ohio paid a dividend last 
month. 

Walter Karwoski, a Dillonvale 
miner employed at Dun Glen mine, 
was moving a loading machine 
when he came in contact with a 
live wire. There was a flash and 
the unfortunate miner was hurled 
back in an unconscious condition. 

Jay Walters, section boss in the 
mine, witnessed the accident and 
remembering his first aid training, 


rushed to the aid of the stricken 
man. He applied artificial respira- 
tion and in five minutes Karwoski 
had gained consciousness and was 
removed to a hospital, where he 
was getting along nicely at last re- 
port. 

This is but one of many instances 
wherein first aid trained workers 
have been able to make practical 
application of their “eee to 


save lives, both on and off the job. 

There is a lot of satisfaction in 
having knowledge of how to save a 
life and deep gratification when an 
opportunity is afforded to apply it. 


Real Hot Seat 


Here is one of the queerest ac- 
cidents we have come across re- 
cently. 

A heater employed by a San- 
dusky industrial corporation was, as 
he sets out in his application for 
compensation, “putting a burner 
back in a furnace when a piece of 
hot scale went into my left hip 
pocket, igniting the handle of a 
screw driver which I carried in the 
pocket.” 
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aU TION 


When you’re thinking of 


RECONVERSION 


c Ca don’t forget . . . accidents can happen 


any time... if you don’t prevent them. 
Our Catalog No. 8 features hundreds of different 


stock worded Accident Prevention signs. It’s free 
on request. 


STONEHOUSE SIGNS, INC. 


838 LARIMER STREET * 


DENVER, COLORADO 
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The result, as indicated by the 
medical report, was the suffering of 
burns on the left buttock sufficiently 
severe to cause disability for two 
months. 


Made these Stairs Safe 


The use of alternating light and 
dark colors on the three steps mak- 
ing the turn of a tight spiral stair- 
way has proved an excellent safety 
move. 

Numerous accidents, ranging 
from sprained ankles to #broken 
legs, happened as men and women 
went down this stairway. Various 
schemes were tried, such as posting 
signs and painting arrows, but with 
no great success. 

Finally the idea of painting the 
steps themselves was tried out. The 
three steps making each turn were 
painted in alternating colors, the 
two outside steps a dark brown and 
the step between a light cream. 
This not only calls attention to the 
narrow end of the steps, but ac- 
tually creates an optical illusion, 
making the middle step appear 
much deeper than it steno is. 





MINIATURE RESPIRATOR 


ite different shaped noses. 9 sq. 
neh filtration area. Weighs lene 
han 1 oz. Comfortable, 


‘he DUPOR may be worn with 

oggles or glasses. not ob- 

cure the ~ agg! Enables wearer 

o eat, slee and smoke 

iaturally. Ite the biggest value in a little sqeieeter 
n the market today, Affords protection at all times. 


1 20 Sample, postpaid 
*RICE DOZEN for $1.00 
GENERAL SCIENTIFIC EQUIPMENT CO. 
1346-8 W. Somerset St., Philadelphia 32, Pa 
COMPLETE SAFETY. EQUIPMENT 
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1945 


Combines utmost protection 
and style. Exclusive patented 
features found in no other hat. 


Write for Free Sample ; 
or Order Direct from us 


12.73 dz. 


CHIC MAID HAT MFG. CO,, Inc 
630 HIGH STREET 


'RUEMELIN Fume Collector 


N.Y. 





PAT’D. 


REMOVES WELDING FUMES 


At the Source! 


No benete need your employees inhale welding 
fumes. A Ruemelin Fume Collector solves the prob- 
lem, quickly and efficiently. It produces a power- 
ful suction that draws out noxious gases, smoke and 
heat at the source. Guards employees health, result- 
ing in less welder fatigue, therefore greater pest 
output. Has many exclusive features: lears 
shop air with minimum loss of buildin fing. hea eat. (2 
Exhaust snout can be positioned ntly an 
conveniently. (3) Covers maximum welding territo 
vertically, rizontally and bY, circle swing. 
Shipped « |, easy to install. 
9 ft. and IS ft. sizes (radius ee swing). 
We gladly offer sagineerion service fer your fume 
collector installation, Write for Bulletin 37-C. 


RUEMELIN MFG. CO.— 
3888 North Palmer Street, Milwaukee 12, Wis., U.8. 
MANUFACTURERS AND ENGINEERS 


SAND BLAST AND DUST COLLECTIN 
EQUIPMENT. WELDING FUME COLLECTORS 
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| Handicapped 


| Every year in this country, 
| 100,000 persons are so severely dis- 
abled as to require special services 
to render them employable. There 
are 2,000,000 persons potentially 
employable if rehabilitated. From 
1920 to 1943 210,000 persons have 
been rehabilitated at an average 
cost of $300, while their aver- 
age yearly earnings increased from 
$110 before’ rehabilitation to 
$1,229 after rehabilitation. 


Industrial Rehabilitation 


Published by the American Mu- 
seum of Safety and the New York 
University Center for Safety Edu- 
cation, 8 Fifth Avenue, New York, 
1945, 91 pp. (35c). 

Now, more than ever before, in- 
dustry is acutely aware of the need 
for learning more about the hiring 
and placement of disabled workers. 
This booklet is the result of a re- 
cently completed study of outstand- 
ing rehabilitation programs now 
operating in both large and small 
industries, and each program is di- 
gested by the individual respons- 
ible for its direction. The introduc- 
tory article points out the strong 
and the weak points in over 20 
such programs. The final article 
presents a summation of the funda- 
mentals for developing a successful, 
integrated, well-rounded rehabili- 
tation program based on the find- 
ings of the study. 
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TRADEMARK REG. U. S. PAT. OFF. 


PAXLANOSAV’ HEAVY DUTY 
GRANULATED SKIN CLEANSER 


Containing Lanolin 

Tops for all general skin-cleansing throughout 
the plant! 

Fast in deep-pore cleansing— safe on tenderest skins —remark- 
ably low in cost-per-wash— keeps work-sensitive hands refresh- 
ingly clean, soft, nimble and productive—promotes personal 
cleanliness —guards against painful, production-slashing dry, 
cracked skins — helps resist dermatitis and other costly, disabling 
irritations — Paxlanosav Heavy Duty is good for the skin. 





Specified by thousands of America’s largest factories — preferred 
by millions of workers —Paxlanosav Heavy Duty supercleans 
and protects the dirtiest hands. 


PAX SULPHONATED OIL 
SKIN CLEANSER 


Containing Lanolin 


For special skin-cleansing problems only. 


Fine dermatological quality—remarkable cleansing efficiency— 
neutralizes harmful effects of skin-defatting, irritating solvents, 
degreasing compounds, highly alkaline or other chemicals— 
formulated with finest vegetable oils and rich lanolin—helps 
inhibit dermatoses — assists in correcting dangerous dried, 
defatted skin conditions. 





Pax offers the finest quality in a safe, quick-action, non-alkaline, 
mildly acid, bland, soothing Sulphonated Oil Skin Cleanser. 


Whip all your skin-cleansing preblems... 


for general use for special use 
specify Paxlanosav specify Sulphonated 
Heavy Duty. Oil Skin Cleanser. 


*TRADENAME OF G. 4. PACKWOOD MFG_ CO. 


When you purchase any Pox Product you 
wise purchase the experience ond bitty ot MM CPME PM 2 UG) Colo) > dae oT coum of om 
| Pax Technicians acquired through 20 yeors 


| of exhaustive research and development. 1545-55 TOWER GROVE AVE. - ST. LOUIS 10, MO. 
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During army maneuvers in Tennes 
see, the soldiers were sleeping 
through a thunderstorm in their 
sleeping bags. A bolt of lightning 
looking around for some mischief t 
do, connected with the zipper fas 
tener on one of the bags and neatl 
welded it all around. The soldier wh« 
was sealed up inside was unhurt 
but had to have help in getting out 


Except for the names, this is a true story from 
the files of the National Safety Council. 


Unusual, spectacular accidents make the best stories, but the common. 
place, everyday accidents make the most cripples. Foot accidents are not 
unusual; they seldom make headlines. But about 60,000 of them happen 
in an average year. They can happen to any worker—any time. For the best 
protection against foot injuries, be careful and wear SAFETY FIRST Shoes 


Black, Heavy, Work-Shoe Leather 

\ Blucher. Double leather outsole, 

HEAVY OUTSIDE WORK \ rubber heel. Also available with 
} composition outsole. Sizes 5 to 


11 and 12. Widths D, EE. 


UNION MADE 


Safely First snot company 


HOLLISTON, MASSACHUSETTS 


fer exe wf YUakers of Industrial Shoes for a Half Century 


pnt a8 











